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SECTION I 


GENERAL DESCRIPTION 


1-1 INTRODUCTION 


Data General Moving Head Disk Controller No. 
4046 isdesigned to operate a wide variety of Moving 
Head Disk Drives, and is a basic component for each 
Moving Head Disk system. The Controller is func- 
tionally positioned between any Nova or Supernova 
Processor and the appropriate Moving Head Disk A- 
dapter unit. Data General provides two types of A- 
dapters for Disk Cartridge systems, each engineered 
specifically to interface withone of the two Disk Car- 
tridge Drive units offered by Data General. From a 
general design point of view, Adapters 4047 and 4049 
are similar in that they both operate the same type of 
Disk Drive equipment. (The basic difference is that 
the 4047 Adapter has a smaller power supply facility 
than the 4049 Adapter.) Adapters 4047 and 4049 are 
designed to interface with both the Data General Model 
31 Disk Drive and the Data General Model 33 Disk 
Drive, and whereas the Adapter Supplies + 15 Volt dc 
power to the Disk Drive; the 4047 Adapter is designed 
to handle two Model 31 Drives or one Model 33 Drive. 
The 4049 Adapter onthe other hand, is designed to 
handle four Model 31 Drives or two Model 33 Drives. 
From herein all technical references to Adapter 4047 
will be applicable to Adapter 4049 also, unless the 
4049 Adapter is called out specifically. 


The appropriate technical and maintenance man- 
uals for either Model Disk Drive ordered from Data 
General are packed and shipped with the selected e- 
quipment. Thus, the information provided in this 
manual is intended to supplement these publications 
and will describe only the required Controller and A- 
dapter equipment. Additional information concerning 
the operation of the Data General standard Processor 
Data Channels may be referenced in the ''How to Use 
the Nova Computers" reference manual, published by 
Data General under separate cover. 


This manual is divided into five sections: General 
Description, Installation, Operation, Theory of Opera- 
tion, and Maintenance. Itis supported by a set ofen- 
gineering drawings listed below, andan Illustrated 
Parts List document number 005-000804-00. 


It is assumed that the reader has a thorough under - 
standing of TTL logic and the fundamentals of com- 
puters. — 


Disk Pack Control I/O 

Disk Pack Control Timing 
Disk Pack Control Registers 
4047 Plug Interface 

4047 Logic Interface 
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: chained between drives. 


4047 Disk Power Supply 001 -000186 
External Cable Adapter 
(4047 or 4049) to Computer 005 -000468 


1-1.1 Disk Cartridge System Components 

The basic Disk Cartridge system components are shown 
on Figure 1-1, and consists of the Disk Controller 4046 PCB 
assembly, one Disk Cartridge Adapter, and a Disk Cartridge 
Drive. This illustration, likethe previous figure, shows only 
one drive in the interest of simplifying the illustration, but 
more than one drivecan be installed. As mentioned previous- 
ly two types of Disk Cartridge drives are available, either 
a model 3lor a model 33, and if Adapter 4047 is installed the 
configuration will support one model 33 drive or two model 31 
drives. Mixing is not possible onthe 4047 Adapter without ex- 
ceeding the capabilities of the Adapter power supply. If the 
Adapter 4049 is installed the Adapter will provide sufficient 
power fortwo model 33 drives or four model 31 drives. Mix- 
ing is allowed on this Adapter as long as the total number of 
drives does not exceed the equivalence of four model 31 drives. 
In other words, one model 33 drive is equal (loadwise) to two 
model 31 drives. Therefore a configuration of one model 33 
drive and two model 31 drives can be installed. An instal- 
lation of three model 31 drives and one model 33 drive, or 
two model 33 drives and one model 31 drive would exceed the 
capabilities of the Adapter (4049) power supply. The difference 
between the two drives is storage capacity. (1.247 million 
16-Bit words for the model 31 drive, and 2.494 million 16- 
Bit words for the model 33 drive.) The connector facilities 
for Adapter 4047 and Adapter 4049 are similar, with the sole 
exception that the 4047 Adapter has a maximum of two DC 
cables (left rear of the chassis) whereas the 4049 Adapter has 
a maximum of four DC cables (also left rear of the chassis). 
Each Adapter unit contains its own power supply which op- 
erates from standard 115 Volt, 50 or 60 Hertz lines. A line 
cord is provided in the lower left section of the connector 
panel mounted inthe rear of the Adapter chassis for connect- 
ing the Adapter to standard 115 Volt single phase power. 
Either Adapter provides (in addition to DC cables) a signal 
bus line, which for multiple drive configurations is daisy- 
This signal bus must be terminated 
at the last drive in the chain. 


Figure 1-2 is a block diagram of the various possible con 
figurations comprising Disk Cartridge systems. This figure 
is included here for reference purposes, and diagrammatical- 
ly summarizes the configuration descriptions of this paragraph. 
The 4046 Controller and 4047 Adapter combination are shown 
in solid lines as being one typical system. The remain blocks 
are shown in dotted lines as representing other system con- 
figurations that can be installed with the Nova or Supernova 
Processor and 4046 Controller PCB assembly. 


Figure 1-3 shows a typical dual Processor Disk Cartridge 
system. In this particular configuration the Adapter (either 
4047 dr 4049) is shared between two Processors. Each 
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Figure 1-1. Basic Disk Cartridge System 
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Figure 1-3. Typical Dual Processor Disk Cartridge System 
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Processor contains a 4046 Controller PCBassembly, which is 
selected alternately for control by the Adapter logic. (How- 
ever, each Controller can communicate with one Adapter only.) 
The number of Disk Cartridge Drives includedin the dual Pro- 
cessor system are exactly as described previously (and as 
shown on Figure 1-2). 


Figure 1-4 is a block diagram of a dual Processor or 
Secondary 4046 Controller configuration that may be used to 
form a Disk Cartridge system. It suffices to say that the 
ground rules governing the number and type of Disk Cartridge 
Drives connected to the appropriate Cartridge Adapter are 
exactly the same as described previously. As mentioned a- 
bove either type Cartridge Adapter (4047 or 4049) contains 
control logic which selectively alternates transfer operations 
between Processors (through the facilities of each 4046 Con- 
troller). It is also possible to have two 4046 Controllers in 
one Processor (each with a unique Device Select Code). In 
this configuration, like the dual Processor configuration, each 
control can communicate with One Adapter only, with all of 
the previously described configuration rules still applicable. 
A configuration with one computer housing two Controllers, 
with each Controller connected to a separate Adapter will sup- 
port up to 8 model 31 Disk Drive units. 


1-2 GENERAL FUNCTIONAL DESCRIPTION 


Data General's Disk Cartridge systems are composed of 
devices which provide direct-access storage of data on a re- 
movable Disk Cartridge. Functional descriptions concerning 
the operation of the Disk Cartridge Drive supplied by Data 
General can be referenced from the installation and operation 
manual shipped witheach drive. The functional descriptions 
of the remaining system components are presented in this 
paragraph starting with the 4046 Controller, which is followed 
by abrief description of the function of the Adapter unit. As 
mentioned previously all references to the 4047 Adapter are 
also applicable to the 4049 Adapter. 


1-2.1 Disk Controller Model 4046 


The general functional relationships between the 4046 Con- 
troller and the other components of a Disk Cartridge system 
are shown on Figure 1-5. The 4046 Controller assembly as 
shown, consists of three major logic sections; the I/O section, 
the Registers section, andthe Timing section. The I/O sec- 
tion received I/O instructions from the Nova or Supernova 
Processor in the form of DATO (data out) and DATI (data in) 
instructions. The data out instructions load various control 
registers withinthe assembly with command and control data, 
whereas the data in instructions read the contents of the var- 
ious control registers in the assembly back into the Processor. 
The I/O section also receives the Device select code from 
the Processor viathe DS lines. The 4046 Controller assembly 
recognizes Device Code 33. If two 4046 Controllers are in- 
stalled inthe same Processor, the second Controller is con- 
ditioned to recognize Device Code 73. The I/O section also 
teceives and transmits the various Data Chamel control sig- 
nals used to control the exchange of sector data. The re- 
maining I/O bus interrupt, request, and priority signals ex- 
change between the Processor and the Controller are also 
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handled by theI/O section. The operation and function of the 
I/O bus and Data Channel signals are described in Data Gen- 
eral publication 'How to usethe Nova Computers," (available 
under separate cover) and consequently will not be repeated 
inthis discussion. Specific instruction data pertinent to Disk 
Cartridge systems are described at the endof this main para- 
graph. 


The I/O bus data lines DATAO through DATA15 are ter- 
minated inthe Registers section for both receiving and trans- 
mitting data transfer Operations. Data being received by the 
4046 Controller Assembly is inverted by a group of buffer in- 
verters and sent to the I/O section as DATAO through DATA 
15. These signals load the various operation control reg- 
isters in the I/O section (e.g., Unit, Sector, Head, Sector 
Count, and Cylinder registers) with control data governing 
the upcoming operation. The I/O section contains the core 
Address (CA) register or address counter, which can be ex- 
aminedunder program control. Theoutputs from the CA reg- 
ister, CAO through CA15 are routed through the Registers 
section, which provides the logical manipulation for placing 
the CA contents onto the I/O buslines. TheI/O section also 
generates an accompanying CA EN (CA Enabie) signal which 
enables this logicto selectively output the data present onthe 
CA output lines (CAO through CA15) tothe I/O bus lines. The 
1/O section also produces a basic EN signal for output trans- 
missions ofeither CA data or stored data read from the Disk. 
Operational and Error status signals from the Timing section 
are also routed through the Registers section for transmission 
to the Processor via the I/O bus lines. Operational status 
data, e.g., contents of Unit, Head, Sector, and Sector Count 
registers is read back to the Processor under program con- 
trol by the DATIC instruction. Error status data is read back 
to the Processor under program control by the DATIA in- 
struction. The selective signals either DP DATIC or DP 
DATIA are derived fromthe standard DATIA and DATIC bus 
signals inthe I/O section and perform the selected output en- 
abling function in the Registers section. 





In addition to multiplexing address, operational status, 
and error status signal into the I/O bus data lines, the Reg- 
isters section assembles serial data read from the Disk for 
transfer back to the Processor, and disassembles parallel 
input data from the Processor to be written serially onto the Disk. 
The 4046 Controller transfers two (16 bit) words at a time, 
hence the assembly or disassembly is performed on a double 
word (32 bit) basis for any one data transfer operation. Se- 
rial data to be written onto the Disk is transmitted from the 
Registers section to the 4047 logic interface via the COMP 
DATA (Computer Data) line. Serial datato be assembled in- 
to words and sent back to the Processor is transmitted from 
the 4047 logic interface to the Registers section via the READ 
DATA line. The Write and Load signals from the I/O section 
to the Registers section together enable the 32 bit shift reg- 
ister (functioning as a series-to-parallel, parallel-to-series 
converter for the Disk data) to be parallel loaded with the 
next two words to be written on the Disk. The CLK SHIFT 
signal is also produced in the I/O section and being derived 
from the basic Data Strobe signal (from the 4047 logic inter- 
face) functions as a shift clock for the shift register during 
read and write operations. 
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Figure 1-4. Components of a Dual Processor or a Secondary Control Configuration 


NOVA OR 
SUPERNOVA 
PROCESSOR 


CPU RESET 
DATA STROBE 
FORMAT 


| DATA CHANNEL CONTROL SIGNALS 
| DEVICE CODE 33g" BIT COUNT 


it/0 INTRUCTIONS (DATO)(DATI) 
' INTERRUPT, REQUEST, PRIORITY SIGNALS 
| 


{/O0 SECTION 








DATA | THRU DATA 4 
RD/WR DONE 
SHIFT DONE 








DATA@ THRU DATAIS 
CAG@ THRU CAIS 


CLK SHIFT 
DP DATIA 
DP _DATIC 





LOAD 


ERROR STATUS SIGNALS 
OPERATIONAL STATUS SIGNALS 





DATA@ THRU DATAIS 


DATA@ THRU DATAIS 





REGISTERS 


| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
i 
| SECTION 


COMP DATA 








| 
| 
| 
| 
| 
| 
| 
| 
| 


* DEVICE CODE= 73g FOR SECONDARY CONTROL 














Data General Corporation (DGC) has prepared this 
manual for use by DGC personnel and customers as a 
guide to the proper installation, operation, and main- 
tenance of DGC equipment and software. The drawings 


and specifications contained herein are the property of 
DGC and shall neither be reproduced in whole or in part 
without DGC’s prior written approval nor be implied to 
grant any license to make, use, or sell equipment manu- 
factured in accordance herewith. 





| 
ee 4047 & 4049 PLUG & LOGIC INTERFACE ———___________ 







WRITE DATA 
1 | 2 | CHECKWORD-DATA 


STROBE - BIT 
COUNT SECTION 


Rate ea 
elie TRACK ADDRESS 



















READ DATA 





ba | | | dT | hcd[ Restore s:~“‘“‘ NSCd”s 
emcrierie unit atrack (LL tT uwrtp-uwirs seuecr 1 > 
+ SECTOR REGISTER DATA l 
cKWD ADDRESS SECTOR [© | 7 J] |_| sector (MARK) PULSE 1 
BUS@ THRU BUST 
SECTOR CYLINDER & HEAD DATA ec Seerion: conan ——} |_| Tesora st#opE _t eee 
1 ee =e ee TYPE 4047B 
pie DISK DRIVE 

















D SE 
{|| waite cweck 
ee 





eto} SELECT HEAD- 
ADAPTER DONE 
| Section 
START ; 
|_AD+UNSF sd | 
leskE Ci 


















CONTROL 2 


READ LOGIC 
SECTION 






WRITE LOGIC 
SECTION 


Figure 1-5. General Functional System Block Diagram 
For the 4046 Disk Controller and Adapter 4047 or Adapter 4049 
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The I/O section transmits the INC SC, XFER DONE, D1, 
DO, CM1 and CM2 signals to the 4047 logic interface. The 
INC SC signal (Increment Sector Counter) steps the Sector 
Counter within the I/O section. It also actuates the Check- 
word logic in the 4047 logic interface for either writing the 
assembled checkword during a write operation or compar- 
ing the assembled checkword with thet written at the end of 
the sector during a readoperation. XFER DONE is a signal 
informing the 4047 Adapter (both the plug and logic interface 
thereof) that the present transfer operation is finished. The 
DO and D1 signals to the 4047 logic encode the address of the 
Disk Drive to be used during the upcoming operation. The 
CM1 and CM2 signals to the 4047 logic interface encode the 
commanded operation that the system is to perform (i.e., 
seek, read, write, or recalibrate). The BIT COUNT signal 
from the 4047 logic interface is used to increment the Bit 
Counter within the I/O section. This counter keeps track of 
the number of data bits transferred and counts up to 32, the 
capacity of the shift register. 


The I/O section also exchanges a group of significant sig- 
nals with the Timing section. TheI/O section sends functional 
signals SECTOR, CYLINDER andHEAD DATA, UNIT 0 through 
UNIT3 SELECT, DATAI through DATA4, SHIFT DONE and 
LATE (1). The SECTOR, CYLINDER and HEAD DATA is 
multiplexed in the Timing section onto interassembly lines 
BUSO through BUS7, tothe 4047 logic interface. Sector reg- 
ister bit 8, S8, istransmitted directly to the 4047 logic inter- 
face over a single line, and hence is not multiplexed. The 
UNITO through UNIT3 Select signals are used in conjunction 
with the Seek control logic of the Timing section and indicate 
which one of the four possible Disk Drive units have been 
selected. This same logic section sends SEEK DONEO thru 
SEEK DONES signals back to the I/O section to indicate that 
the selected Disk Drive (UNITO thru UNITS3) has finished the 
commanded (track) seek operation. The DATA1 thru DATA4 
signals are those bits which reset the Seek control logic of the 
selected unit. (DATAO clears the Read/Write Done interrupt 
indicator, however this flagis in theI/O section.) The SHIFT 
DONE signal performs an important function relative to both 
the read and write modes. The SHIFT DONE signal sent to 
the Timing section is allowed to trigger a one shot, in the 
read mode, whichin turn loads the disk data contained in the 
Shift Register (in the Register section) into the Data Storage 
Register (also in the Registers section) in preparationfor 
multiplexing onto the I/O bus lines to the Processor. 

SHIFT DONE also performs a clocking for the DP Flag 
and Data Late flip-flops in the I/O section. (The Data Late 
flip-flop becoming set, sets the Stop flip-flop, which in turn 
(providing the Read Done" one shot is notcycling) produces 
a DONE signal. DONE in turn drives an OR gate to produce 
XFER DONE which terminates the transfer.) A momentary 
digression at this point to explain the basic function of Data 
Late will serve to clarify later detailed discussion of this 
logic. The DP (Data) Flag flip-flop is set (during write op- 
erations) initially on a start of a write operation. This Flag 
is cleared when the Data Channel Acknowledgement from the 
second Data Channel Request is received at the Control as- 
sembly. Two (16 bit word) requests are required as 32 bits 
are written as one word by theControlassembly. If the Flag 
flip-flop is set and a SHIFT DONE signal occurs the Data Late 
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flip-flop will be set. This condition indicates that for some 
reason the Processor didnot respond tothe Data Channel Re- 
quest in time to load (or finish loading) the Shift Register be- 
fore it finished a 32 bit shifting (and writing) sequence. Hence, 
a data error condition will exist and the transfer will be ter- 
minated. Initially the (Data) Flag flip-flop is set by the WRITE 
and START ADAPTER signals. It is cleared by CLR FLAG 
(derived from DCHP IN, DCHR, DCH SEL, and DCHA) and 
the resetting of the REQ1 flip-flop (indicating second request 
has been acknowledged). The (Data) Flag flip-flop is clocked 
to the set state during the remainder of the writing operation 
(as long as the Busy flip-flop remains set) by eachSHIFT 
DONE signal. Setting the Flag flip-flop causes the next DCHR 
to be issued (if requests are enabled). The Flag flip-flop is 
cleared during the remainder of the write operation exactly 
as described above. Hence, during the writing operation a 
"window" exists between SHIFT DONE pulses during which 
the Flag flip-flop is set (requesting the next two 16 bit data 
words from the Processor), towhich the Processor must re- 
spond by servicing the request (long before SHIFT DONE can 
occur in normal operation). The worst case (Processor re- 
sponse delay) condition exceeding the width of the time window 
(between subsequent SHIFT DONE pulses) defines the Data Late 
error condition. 


The Timing section sends a RD/WR DONE signal back to 
theI/O section. This signal is derivedfrom the ADAPT DONE 
(1) signal from the 4047 Adapter to indicate the Adapter has 
completed (or terminated) the command operation. RDAVR 
DONE sets the Done flip-flop in the I/O section. 


The Timing section receives the CKWD, ADAPT SEL, 
ADAPT DONE (1), END OF CYLINDER, AD+UNSF, andSKE 
signals from the 4047 Adapter (Plug and Logic Interface). 
Four of these signals, CKWD, END OF CYLINDER (EOC), 
AD+UNSF, and SKE are errors indicators. The CKWD sig- 
nal is generated in the Checkword section of 4047 logic to in- 

dicate a Checkword error has been detected. The EOC sig- 
nal is generated in the Head Select section of the 4047 logic 
whenever an attempt to increment to a non-existent head is 
detected, i.e. , increment beyond the number of heads avail- 
able inthe Disk Drive. AD+UNSF is derived from a WRITE 
CHECK signal produced in the Disk Drive unit electronics 
and indicates that a condition exists within the drive unit that 
will interfere with writing valid data on the Disk, or possible 
damage to other records already written on the Disk will oc- 
cur if writing is attempted. SKE is the Seek Error signal, 
which is derived from the SEEK INC signal from the Disk 
Drive unit. SEEK INC denotes SEEK INComplete, and in- 
dicates the failure of the present seek operation to success- 
fully position the heads over the selected cylinder. Signal 
ADAPT SELis produced in the A or B Control Select section 
of the 4047 logic and indicates that an operational connection 
has been established between the 4046 Control assembly and 
the 4047 Adapter. The Adapter is designed to select one of 
two possible 4046 Control assemblies for operation (if the 
Control has been started and is waiting for service). The 
ADAPT DONE(1) signal, as describedpreviously, is pro- 
duced in the Adapter Done section of the 4047 logic, and 
causes the DP Done flip-flop (of the I/O section of the 4046 
Control) to become set (via the RD/WR DONE signal function). 
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The Timing section contains a Seek Timing Generator, 
which provides a precise sequence of signals used to control 
the various calculations and mechanical selections involved 
in moving the Disk heads to the selected cylinder position. 
There signals are CONTROLI, CYL, HD+DIR, DIFF, and 
CONTROL2, of which only CONTROLI and CYL are used by 
the 4047 Adapter. CONTROL1is used as one of the enabling 
signals for setting up the RD/WR (read/write) control logic 
in the Unit and Track Address section of the 4047 logic. CON- 
TROLI is also gated together with RECAL (Recalibrate) to 
implement the Track Address logic to command reposition- 
ing of the Disk heads back at the 000 starting location. Sig- 
nal CYL isalso used, independently, totrigger the Track Ad- 
dress logic. When CYL occurs the Track Address register 
is loaded with the Cylinder address data. This data is sub- 
sequently sent to the (selected) 4047A or 4047B Disk Drive 
unit electronics where it is positionally interpreted as track 
address data. It is pointed out here as a matter of clarifi- 
cation, that both CONTROL1 and CYL will be produced inthe 
Timing section ifa SEEK command is present. For all other 
commands (RECAL, READ, WRITE) only CONTROL1 will be 
produced by the Timing section. Hence, in a sense CYL and 
RECAL (and all other commands except SEEK) are opera- 
tionally mutually exclusive. (RECAL is decoded in the 4047 
logic to generate a RESTORE signal. This signal clears the 
track address register inthe Disk Drive unit to 000, and com- 
mands the head positioner to locate the heads over track 000. 
In the event of a Seek Error a RESTORE command is re- 
quired by the Disk Drive electronics before it will remove 
the SEEK INCOMPLETE level from the interface line. ) 


The Timing section also sends the INC HD and START 


signals to the Head Select and the A or B Control Select sec- 
tions of the 4047 logic. The INC HD signal will increment 
read or write operations to the next numerically selectable 
head in the Disk Drive unit. Since the 4047A and 4047B Disk 
Drive units each contain two heads, incrementing (without an 
End of Cylinder error) is not possible beyond head 1, selected 
by placing a 1 on the BUS7 line (which results from coding a 
1 in bit 7 of the Accumulator selected for the DATOC in- 
struction). The INC HD signal is generated when the Sector 
Register reaches a count of 12 (S8 and S4 = 1), and an In- 
crement Sector Counter (NC SC) signal is present. This 
function facilitates the 12 sector format established for the 
4047A and 4047B Disk Drive units. Therefore after Sector 
No. 12, the 4046 Control assembly logic automatically ad- 
vances or increments the head to operate on the 12 sectors 
on the opposite side of the Disk (in the same track location). 
INC HDalso implements logic within the 4046 Control to clear 
out the Sector register. It should be emphasized that it is 
Sector No. 12 not necessarily the 12th sector that causes the 
INC HD signal to be produced. Normally the Sector register 
is loaded with the number of the sector in which the specified 
operation will be performed, and the Sector register will be 
incremented from this point on up to Sector No. 12. The 
START signal, on the other hand, is simply representative 
that the 4046 Control has been started by either an I/O "P" 
(Pulse) control function for either a SEEK or RECAL opera- 
tion, or an I/O "S" (Start) control function for the other (Read 
or Write) operations. After transmitting the START signal 
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the 4046 Control must wait for the 4047 Adapter to respond 
with an ADAPTER SEL before operation can proceed. 


1-2.2 Adapter Model 4047 
The Adapter Model 4047 is functionally located between 


the 4046 Controlassembly and the 4047A or 4047B Disk Drive 
unit (or units). Functionally, the Adapter contains the fol- 
lowing five logic sections: 

1) Check-Data Strobe-Bit Count section. 

2) Unit and Track Address-Sector Equal and com- 

mand section. 

3) A or B Control Select-Head-Adapter Done section. 

4) Read Logic section. 

5) Write Logic section. 


The Checkword-Data Strobe-Bit Count section produces the 
CKWD, DATA STROBE and BIT COUNT signals. The Check- 
word logic of this section forms the 16 bit checkword during 
read and write operations. The assembled checkword is the 
last word written into each sector. The assembled check- 
word is transmitted serially from the checkword shift reg- 
ister to the Write logic section via the CHKCH line, where 
it is gated out to the Disk Drive unit via the WRITE DATA and 
CLOCK line. The checkword assembled during a read op- 
eration is compared with the checkword written on the Disk 
for equality at the end of the read operation. Comparisonis 
performed on a bit-by-bit basis. As each bit (of the recorded 
checkword) is read in from the Disk, it is compared with the 
least significant bit of the Checkword register. Each bit of 
the recorded checkword read in (after the first comparison) 
also causes the Checkword register to be (right) shiftedfor 
the comparison. The recorded checkword bit is presented to 
the checkword logic via the READ DATA line. READ DATA 
also provides the information required to form the check~ 
word during the readoperation. (Itisnotedthat READ DATA 

is also the information line which carries the data read from 
Disk to the Register section.) Likewise, the WRITE DATA 
line provides the Checkword logic with the information re- 
quired to formthe checkword during a write operation. The 
READ and WRITE are Commands decoded from the signals 
on the CM1 and CM2 lines. 


A WRITE GATE or READ GATE signal is produced by the 
appropriate (write or read) logic section for the Disk Drive 
unit. The WRITE GATE signal turns on write current and 
erase current simultaneously inthe selected Disk head, there~ 
fore WRITE GATE is held on (or true) for the entire write 
operation. The READ GATE signal, on the other hand, en- 
ables the READ CLOCK and READ DATA outputs from the 
Disk Drive unit electronics, and also is held on (or true) for 
the entire read operation. 


The READ CLOCK line from the Disk Drive electronics 
provides pulses that represent clock signals which have been 
separated from data signals (within the Disk Drive unit) dur- 
ing reading. Conversely the READ DATA line from the Disk 
Drive electronics provides pulses that represent data signals 
which have been separated from clock signals (within the Disk 
Drive unit) during reading. The READCLOCK signalis used 
to synchronize and control the Read logic and Checkword logic 
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during the read operation. During the write mode of opera- 
tion the Write logic and Checkword logic are synchronized 
by the outputs from a two stage ring counter driven by the 
5.75 MHz Adapter oscillator, which together function as the 
write clock. 


- Sector register data from the Disk Drive unit is com- 
pared, in the Sector Equal logic, with the Sector Address 
data transmitted from the 4046 Control via BUS lines 0 thru 
2, and the S8 lines. This comparison is basically a four bit 
binary exclusive OR comparison to determine equality. The 
output from the comparison logic is tested uponthe arrival of 
each SECTOR (MARK) PULSE from the Disk Drive unit. SEC- 
TOR MARKS are generated within the Disk Drive unitas each 
sector slot (on the Disk shaft assembly) as it rotates by the 
sector transducer. The leading edge of this pulse provides 
a mechanical reference as to the start of the associated sec- 
tor. (The SECTOR MARK also increments the Sector Ad- 
dress register within the Disk Drive unit.) An equality sig- 
nal from the comparison logic together witha SECTOR PULSE 
(a slight nomenclature change tothis signal line occurs as it 
passes through the interface between the Disk Drive unit and 
the 4047 Adapter, i.e., SECTOR MARK becomes SECTOR 
PULSE) will allow the commanded read or write operation 
to begin. 


The data loaded into the Track Address register of the 
Track Address logic section is transmitted to the Disk Drive 
unit via eight interface lines (binary lines 1 thru 128). Ini- 
tially and after the data has been loaded into the Track Ad- 
dress and given a chance to settle, a TRACK ADD STROBE 
signalis sent tothe Disk Drive unit. The Disk Drive unit in- 
terprets this signal as a command to sample either the eight 
TRACK ADDRESS lines or the RESTORE line. The TRACK 
ADD STROBE signal and the TRACK ADDRESS data must be 
held in their specified states until the ADD ACK (ADDress 
ACKnowledge) signal is issued by the Disk Drive unit. This 
requires a holding interval between 22.5 and 37.5 micro- 
seconds. The TRACK ADD STROBE is released as soon as 

ADD ACK is received. 


As described previously, the 4047A and 4047B Disk Drive 
units contain two heads. The HD SEL (Head Select) line al- 
lows selection of either head relative to the logic level pre- 
sented on this interface line. Alogic 0 (0 voltnominal) 
signal selects the upper head whereas a logic 1 (+ 5 volts 
nominal) signal selects the lower head. The selected level 
placed on the HD SEL line is held for the entire duration of 
the read or write operation. 


1-2.3 Instructions 

The I/O instructions for the Disk Control Model 4046 are 
provided in other Data General publications (e. g., Nova Disk 
Pack Drive Option Bulletin), and are included here for gen- 
eral reference purposes. The Device Select code for the 
4046 Control is octal 33. 


1-2.3.1 Seek Instructions. The SEEK instruction is in- 
itiated with an I/O "P" pulse. It has no effect on BUSY or 
DONE but does require 50 microseconds to initiate (for the 
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4047A or 4047B Disk Drive units). TheAdapter will hold the 
SEEK for 6 seconds or until READ or WRITE DONE occurs. 


If no READ or WRITE instruction follows a SEEK, the 
Adapter willaccept another SEEK. This prevents consecu- 
tive SEEK instructions with no READ or WRITE from tying 
up anAdapter. SEEK DONE is set at the completion of a 
SEEK, and will cause an interrupt on the control initiating 
the SEEK. 


1-2.3.2 Read/Write Instructions. The disk control is placed 
into operation to READ or WRITE with the I/O "S" pulse. If 
the Adapter is busy or the Disk Drive is not ready, BUSY is 
set, and the READ/WRITE instruction is held. 


The setting of DATA LATE indicates the transfer rate of 
the disk was greater than that of the I/O channel during peak 
periods of I/O traffic. If this condition exists, the program 
will automatically reposition the READ/WRITE heads to cyl- 
inder 000, SEEK and try again. 


If there is no error condition, the control waits until the 
selected track sector is encountered and then processes the 
information in the block making data channel requests when- 
ever it has a word ready for memory in READ or when one 
of the buffers is ready for WRITE. 


In READ, if the checkword read from the disk does not 
agree with that computed by the control, data transfer is 
halted and the head andsector in error may be read via DIC. 
During the transfer of several sectors, if the endof the cyl- 
inder was detected and the sector count was not zero, END 
CYLINDER will be set and no automatic SEEK to the next cyl- 
inder takes place. 


1-2.3.3 Function and Format 


DATOA DATA OUT A 


a oe 


0 1 2 3 4 5 6 7 8 9 





Load Interrupt-Reset Register, Mode and Cylinder address 
into the disk control. Perform the function specified by F. 


The mode bits (6 and 7) generate the disk pack command as 
follows: 


BIT 6 7 FUNCTION 
0 0 READ 
0 1 WRITE 
1 0 SEEK 
1 1 RECALIBRATE 
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DATOB DATA OUT B DATIB DATA IN B 


Read the contents of the Address Counter into AC bits 0-15. 
NOTE: Core Address Register (C) = Starting Core Address 
+ 256N + 2,where N = Number of Sectors Written. 


Load the contents of AC 1-15 into the Core Address Register 
{with the STARTING Core Address. 


DATOC DATA OUT C 


DATIC DATA INC 
Drive F Head Sector Count 
0 1 2 3 4 5 6 7 8 9 10 11 12 13 4 15 
Drive Head Sector Count 
0 1 


Load the contents of AC 1-15 into the disk UNIT, HEAD, 2 3 4 5 6 7 8 9 10 wt 2 1304 18, 


SECTOR and SECTOR COUNT address register. Select the Read the present contents of the UNIT, HEAD address. | 
UNIT, HEAD and SECTOR from which data is to be trans - SECTOR address, and SECTOR COUNT registers inte 
ferred initially, and select the two's complement number of AC bits 1-15. 

consecutive sectors to be transferred. 


shown. 





End Add Check} Date 
DSK | Seck] of Error] Error] Late 
Seeking Rady Err cyl or 
Unsafe 
2 3 
10 Mu 12 13 4 


AC bits 0-9 indicate status of the drive. Bits 10-15 indicate 
error conditions. 

AC 10 Selected disk drive did not complete a SEEK. 

AC 11 The HEAD address register has incremented be- 
yond the last HEAD of the cylinder. This condi- 
tion will cause a consecutive sector READ or 
WRITE to stop transfer. 

AC 12 The disk selected by the program is unsafe for 
operation or the address selected on the disk does 
not agree. Address errors are a mismatch be- 
tween the header data and the cylinder head be- 
ing sought. 

AC 13 In READ, the cyclic checkword read from the 
disk surface did not agree with the checkword 
computed by the control. 

AC 14 The data channel failed to respond in time to a 
request for access. (This can occur because of 
a long instruction or channel pre-emption by a 
faster device. ) 

AC 15 The "OR" condition of bits 10-14 exists. 
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1-3 PHYSICAL DESCRIPTION | . 

The Disk Control Assembly Model 4046 is a 15 X 15 inch 
printed circuit board (PCB) Assembly designed for plug 
mounting in the multiple printed circuit board connector lo- 
cated within the Nova or Supernova Enclosure Chassis. The 
4046 Control Assembly PCB is inserted horizontally into the 
Enclosure Chassis andon aplane withthe particular slot pre- 
viously wired for this assembly. An outline drawing typical 
of the standard printed circuit boards provided by Data Gen- 
eral is provided in Appendix:A of the ''How to use the Nova 
Computers" reference manual, 


The physical and electrical specifications for the 4047 
and 4049 Adapters are listedin Table 1-1. An outline draw- 
ing of the Adapter enclosure is shown on Figure 1-6. The 
performance specifications for Data GeneralDisk Drive 
types, 4047A & 4047Bare presentedin the Drive publications 
under separate cover. 


1-4 PERTINENT DOCUMENTS 

The following documents serve as” source material and 
complement the information in this manual. Publications 
available from sources other than Data General are listed 
with the address of the alternate source. Publications listed 
without an alternate source address are available only from 
Data General, 


How to Use the Nova Computers 


Series 30 Disk Drives 
Product Description No. D3031-670 


Diablo Systems Incorporated 
24500 Industrial Blvd. . 
Hayward, California 94545 i 


Maintenance Manual 

For Model 31 Disk Drive No. D3140- 171 
Diablo Systems Incorporated 

24500 Industrial Blvd. 

Hayward, California 94545 


Moving Head Disk Control 
Diagnostic DGC Manual 097-000039 


Moving Head Disk 
Reliability Program 
DGC Manual 097-000038 


1-5 ABBREVIATIONS 

Listed below are the most commonly used abbreviations 
of registers, operations, components, instructions, and sig- 
nal names. Itwill benoted that this listing has been compiled 


in alphabetical-numeric order to facilitate referencing. 


Table 1-1. Specification Data-Adapters 4047 and 4049 
Physical Data 
Adapter 4047 

7 inches (nominal) 
19 inches (nominal) 
16 15/16 inches 
19 5/8 inches 
30 Lbs. 


Adapter 4049 


7 inches (nomina]) 
19 inches (nominal) 
16 15/16 inches 
19 5/8 inches 
55 Lbs. 


Enclosure Height 

Enclosure Width (Mounting) 

Enclosure Width (Enclosure) 

Enclosure Depth 
Weight 


Electrical Data 

115V or 230V *Single 
phase, + 20% 47 to 
63 Hz. Maximum 

: ot Current 2 amperes, 
Bi. grag: 230 watts. _ 


Power Requirements 115V or 230V *Single 

phase, + 20% 47to-  —-~ 

63 Hz. Maximum iG aC RROO 
Current 4. amperes, 4 
460 watts. Bt ERS a 


Power Supply Outputs** 


+15 volt 8 amperes (Max. ) 17 amperes (Max. ) 
15 volt 5 amperes (Max. ) 10 amperes (Max. ) 
+ 5 volt 3 amperes (Max. ) 3 amperes (Max, ) 
Logic Signals Low = 0 volts to Same as 4047 
+.4 volt 
nominal 
High = +2.5 volts to Same as 4047 
+3.5 volts 
nominal 


* 230 volt on special order 
** Maximums specified are based on maximum configurations as defined in Paragraph 1-1. 1 of this manual. 
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Figure 1-6. Outline of Adapters 4047 and 4049 
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ABBREVIATIONS 
ADAPT DONES® (LD) i5 sisei's ies cies 8 085: 60a se Wear oie SS wha ele Dre terave Berd we eldnks Adapter Done (flip-flop output) 
ADAPTER SE Eiseicve s io-ar' siete ieiece: eevee o'ete ei w Stale gro stele einai wore eb.e eaibeas Adapter Select 
AD+UNS F oo sd cee ste ea'e Sra le ee artes 9 ble Soha, cas days S ev-atlsise’ 920 la ae lade a: Oe 9 Seal gc Addressing (error) or Unsafe 
ADFUNSE (1s ate ee tho ee eS eee as tele eese lass Saco caherbowcese a ....-.. Addressing (error) or Unsafe (flip-flop output) 
ADV HD..........46. sie bales eae’, whi Sica? db Laieeb ray'eira Malar aires seeeeseeee--Advance Head 
ADV ADssvisseece nes Juma spe sarin cate secccescecssccecesees {Complement of above) 
ATTENO-ATTENS........ bi Wile ae celia hex aie oAalle ‘ed eioeucl eceene Paik ete ., Attention Line 0 thru Attention Line 3 
BIT COUNT 6 cries ercetcgy ewes, Sig: ohio. 6 "een ole 7s Syn jal Wie oid Urs lorei ws we lecee aed ee ale (Increment the Bit Counter) 
BUSO=BUS O55 scereie) are k ereie bi ake SG, are 0 ae 6 9a Soc eh aials aw ited hue o aes Sh Bus Line 0 thru Bus Line 7 (to Disk Units) 
CADH=CA VD bates ks, 6058 aca Sieceteee6-0-Gi bi ahiniiapte.ie pele. a Wie eneiaueieie odie vaveierecece Current Address Register Outputs 0 thru 15 
CR WDD) a itso esis in thao '6 a5: ae: G: aieh B Siw lala Nelo ww iitelteseo-0tlos ufos. 0h asa: 9 Ho:'8 ae tee eee Checkword (flip-flop output) 
CYOWD) Ui ke dak eo athe Gases Medan hs eee a oN (Complement of above, flip-flop output) 
CLUBAR A Lilie sie ie ree otal Be eats ais 5 FOES SHE SS aE AES Clear All (logic reset function) 
CEERRA cscs as Reda tae tests cals weer eRe Ra eee ar yeaah (Complement of above) 
COBAR bie eee 6 08 opie Be oie 6 we wie eee ane cree sues wisely, Cree. baNULO Wes eae Clear (logic reset function) 
CUBA Ree stcasssieduaa a osaas Saraiaa aD askew suerte ake we eae aes . (Complement of above) 
CTSHACR EC weiss everett ccare tine, © bevel ob d aire 00 Sipersnelesaveuei ei euevelleid fatal ol otiar 3 eetahlenen ete ee Clear (Bit and Word) Counter 
CULEAR Pe tase ease ie hee de, 6502 BG 1606 aig SW alsa OSS SW OE en aE Diath whet Clear Pulse (strobes DONE and ADV HD) 
CLK Aaed same tere seed anes ss daslasied ca talg DED Tio usa ehands 2 Wrderste lahat ates Clock A (load function-Data Storage register) 
CLIK, Bis size 5707 ep 06 ae er eie Bs neaileie sal a ose bela: wee seta a seehs ar os 9) Givers ede atare aCorace 8 Clock B (load function-Data Storage register) 
CURB ei aune irene ane Leer sa ieee ta Sea oe pee eae {Complement of above) 
CLEAR SAT Us ie atckwsieets eueeeeadeestGe seas Vie enneaudews Clear (error) Status flip-flops 
CLK SHIFT so. o-esccere oc ted Seale es is 5 Soicgid oa al8 0 Sioa, Waele Wis Sw ale, Shee Woes Clock Shift (for 32 bit Shift register) 
CER SHEED pete Gitle asc awit cotton oe ea eee ea eee a dat hee eee en (Complement of above) 
CEK: DSA ois see tyaitnciata ie Sete alae haw aw Ss EO wa ed NS Clock Data Storage A (load function~Data Storage register) 
CILK DSB iis jo eecs cs 6 roeteie ates wild BG a ee Sale Se ea eS 9 aay Sas eared aie Clock Data Storage B (load function-Data Storage register) 
CIKCDS Birceataccitie eS oee wee ese Grande ia tebe Os ae See, as wd Tee a (Complement of above) 
CTR PTA Ge vee des erg hea oe ES Sica 5: 8K ag ew we oie by eee Orda sate Clear (Data Request) Flag 
OM Visite 0 seisendi date sip coca etentie as ocean is bast oi S eg a Wrote Sate ie Tas wade Uehee ans aleusen thee. (Operation select) Command Line 1 
Mai oS a iiescrcs aye e eco 6is are Gret wb gid ace ev oraibl ea! sSuie oe wrecetecheee elec eve ane Sie arece te (Operation select) Command Line 2 
CONTROL I sisi 29 bedhead Jac lwiS be Pst G wh 6 da Caw SORE eae (Start Adapter function) Control 1 
CONT ROD ois erased idea do's sob arsee Sw wees Siw Beoayea Dials @ Siarave we aot eals (Complement of above) 
CONTROL2......... ia 0io ce deh cs eo Sah i6s 0 day a alpine a veder aie ve evale oe wi'aie tesel ee ers See (Seek Timing function) Control 2* 
CONT ROE sed vee. 5 0:eceiseaat orice Wie etre ae oe Bw slid ho ane ale Sew ede a rae (Complement of above) 
CLR Wa cca ois + ae aah Sa eae eee a een sa wee eeee ss ... (I/O Bus signal) Clear 
CLR REQ.....seeeeeeee Ba ecaidtaners'te eve bisialeiaive sia avewageters scec ata ier a\euats Clear (DP Data Channel) Request 
OY. Tiss 25 ssics or esa teita ite See oe et elte fo oa ese od 5 Ssavene Ghat SrarerexeSaueces aes ee eee Cylinder (Seek Timing function) 
CY Ueswsieue LE eC ee ee ee ar mney Sa eee (Complement of above) 
CYL1, CYL2, CYL4, CYL8, CYLI16, 
CY L382, CY E645 CY L128: os esa hse ese ieee ee a biavenerld baesrdce weld Co's Cylinder Register outputs 
DATA. . cee cceeveceee Sd See aaaveveeeye euepaceernecs Ce aor . (Computer) Data (to be written on disk) 
DATA LATE (1)....---eeee- usando Peees cae eee s+eeeee.eData Late (flip-flop output) 
DATA LATE (1)ic. ccc cnccccccccccccccscnccscccesesscsesseseeese(cComplement of above, flip-flop output) 
DATA STROBE........ OC Cre ee ee eee ee nee eae ee ...Data Strobe (controls serial-parallel, parallel-serial 
movement of data) 
DO-D1..........-. Sueveyavere bce valeye ied alia o/ iso ere wt ie! gisstlarge i Sig alata ara lovers ..» Disk (unit select) Lines 0 and 1 
DATA0-DATALD5 .-.-.- cee eeeeees ee eee ee ere Oe Ee ren (/O Bus signals) Data0 thru Data15 
DATA0=DA TANS 6:5: 0 60s 0a wicca 000) 4.000% alee ois! oie i6: 8s 0 aie web sese a8 iee as (Complement of above) 
ATER Oi ia ees any Sek cs ena sie Se ea eh i te Se oat . 1/O Bus Signal) Data In A 
DATIB ei cee scan cin coin bate eatin hoa Aas Raa ans ea ene (1/O Bus Signal) Data In B 
DA TIC saniws ios ee iene oles SRR Adon Os aaa (1/O Bus Signal) Data In C 
DAT OA 2 6 ei 6is0. 666i ece sine S8 GS ehe ORe 5 Mana oe. b bbb ath ws Salk Wa. 48 es (I/O Bus Signal) Data Out A 
DA TOD is bidic ee Sek iia wis Ck etd, 0 Grebe en dio ea ead wine vate eeete es (I/O Bus Signal) Data Out B 
DA TOG 6645 tresses te a2 gene eae eS 6.0 siya ws wil ate aaaws (i/O Bus Signal) Data Out C 
DOHA bce wtiekete dose touwianeiaae or ere eer re ee eee ..(1/O Bus signal) Data Channel Acknowledge 
DCH) tics secevwas s iiiaweownwak ene tee Weta cata ie code aa des @/O Bus signal) Data Channel In 
DOHMO 9 aside ids aaclee Banos Hees Ok se ea Ue as cee (i/O Bus signal) Data Channel Mode 


*Not used with Adapters 4047 and 4049 
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ABBREVIATIONS (Continued) 








DO HO eh Sons soot aks OC NECA S BO ROU sd eRe Re Sen WON ee eeeKes ([/O Bus signal) Data Channel Out 

DCH? IN ysaicnee bens ex gn cute Wee aaa @us pean ee wie we easdaetend (I/O Bus signal) Data Channel Priority In 
DCHP IN........... wixerace al eleveieGvabsetalevele-ete eiateral bsetere! oes 'e-aneieavepseve e's {Complement of above) 

DCHP OUT......... sunsetere Cie HEWES SREP E REE BEES .+...e-. (I/O Bus signal) Data Channel Priority Out 
DIE ise ceiteyeid 6 0 te eee tiece siete aia cosedes be ieiedierave eXenatexs sececccceceseee. (FeeK Timing function, address) Difference* 
DOLE Bs ciara cas esd eae, S20 srg 6 oa ee Seta to 6 Rt0 Hie pe Ose Beeler eee eles ee eetete elGre .- (Complement of above) 

DONE 66. Sine ce seie asa lee it eg ate Ie S1eS 8 wees we. 6 65 G wiaew Leite Tohe!ioy0c6 Weiloleite «case, wees (Stop function indicating 4046 Control is) Done 
DP ad vache desea ene ue oes aut Ried ee Geibnedasoad aeeesd Disk Pack (mnemonic for 4046 Control) 

DP BUSY (1)........ oie ssteieveiehe-e tees ieieie.e ewe ete rele we i6lei eons nia breve feriele: webs Disk Pack Busy (flip-flop output) 

DOP BUSY eece-8 56 Stein 650 es 15. esse Saat cabg: Siew! enn ar'0 ote cote salsa rey ofia.tal'a! Bete catavetene Disk Pack Busy (flip-flop) 

DP DATIA ioc ceses2ete 4. oie) 5 56a ede 6 Sia id Sd SBS a talee 0 ele Rre grea Oale O8ieb 0 6 ee Disk Pack Data In A 

DPsDAT IB essacssce ia scsteri ore! orate selaie o,ote 6 06 ices: ace Scale o gus oraree ee es oe ....-Disk Pack Data In B 

D PDA T IG esgic oreo 68 oie See bn wR Ee O'S SW olele a ES MOTE RO OE oO e Disk Pack Data In C 

DP DATIC ...... ccc ccc cece eee eee § Ble are vdy ay Wise oveie alle re dae Seapalauersereste's (Complement of above) 

DP DATOA .....c.ceeevees ol sjsaior 60) Ose ta seltevatferastetulerseie. Wile eye alanis, @ ales e a letete Disk Pack Data Out A 

DP DATOB........-ccececcescccees Sguad ig iid late widlasca! erie a aie Gh dienes abies ... Disk Pack Data Out B 

TD) PDO BA itera e ia castares oid ata esaiiates oe aye ey aserielin tale sanachysys Tous Oualeceresbiciateus fous sete inser Disk Pack Data Channel Acknowledge 

DP DCHI..... 2... cece wececees eh ah b4Gi's io. '0,eh esa (e'evale Wl eyereie, eceteuetciersie gered oye Disk Pack Data Channel In 

DP DCHE soc sel, eee Bee Wie ew sie Wiee a eee wee ee eee es oS bel eis Denes etd (Complement of above) 

DP UDCHO 26 wis. ei 665 6.d 5 0 tele ein 8 5 08 Sie oie: wisi Gb.'s wee So's. ls taviosion"ay exeleck eis Disk Pack Data Channel Out 

DP DCHO veiecaveb es Ss 6 ees overeat sas a bree tes ee sececeseeceseesss (CCOMplement of above) 

DP DCH REQ... cc ew cece eee eee a bs Delian Yahve tb jeNaivelu: ale lei eee ca’a ate eieretene . Disk Pack Data Channel Request 

DP DONE i oa. icbiisiniciele eis eeeee isla sie eine ete Kiwed sla eenee eeeeeeeeeeeee Disk Pack Done (flip-flop) 

DP DONE “(1 ) i doe sie tie eee oes S gi afeie(tlarelers Delores acetone ane a Tae Siete. cre: eater Disk Pack Done (flip-flop output) 

TPO RIGA G & osetia: giesarete tele bio. 9's &, ©: ofevbiiae oa. 00" s5:bib: brdsdiie ee S.01.0 6b we «ce ..-.. Disk Pack Flag (flip-flop) 

DP PLA G11) 2 nce cc ee wis as wel ie Snc fetes ae esto aso we wen tei edhe Seer Disk Pack Flag (flip-flop output) 

DI PIN Te So esis cee woes 6 86, hee Sie aiaiierrecareual'aie cer'e (6) siete eeaie celciete:b.6 te aubvece ... Disk Pack Interrupt 

DP INT DISABLE...... eh ateceieuaiets Satie aee@ esos aie dsSicuasteoreeilSnete .«..eeDisk Pack Interrupt Disable 

DOB UINT: REQ) a 25.6 55ag 250.0000 5 eee esha wih a 0) diet 0. ace: eel eirate: Sie Sinisa wierd Oe 'e Disk Pack Interrupt Request (flip-flop) 

DP INT REQ (1). ... ccc ccccscccccees rtieverenste scexe pyeleeseiaveleree are cole'e . Disk Pack Interrupt Request (flip-flop output) 
DP UOP 15 ie i ee oe e:eis ev icinies Sareea ers eed. sand Gielene evel ois o eieve-eteleieleheere base Disk Pack IO Pulse 

DP SELECT......... as eielloet'sjedtros'o.'as etatehalciene oii dhe. ice a vet aad oe 06 e-tojecerend 0S. Disk Pack Select 

DP START .... 2c ccccecccccccees eee.cetere eo'nte cies aieres etn te oa avec o tie Disk Pack Start (derived from I/O Bus STRT function) 
DPeSTA RT oiaccicie 55 aieielee 6:00 08-64 6 siece eee loieeaces Ba falcon ices arS setae tel 6g ee «(Complement of above) 
DSO-DS31............- Barer endich beret ents Svea o6 a) winlelians: ec Bales Wace’ oaete ecavere Data Storage Register Outputs 0 thru 31 
DSO=DSD eis 6 or4 hielo 6s Sieiane ielblieiie ioe. e196 106,4.eid.05-0"'s isha leo 0. 8le 6 ene 8" eee. 8 .. Device Select lines 0 thru 5 

DOR ao 5 eo co Fav aita. So Gir 6a! Gos oascarah Bub 0s Gre wee 0iGs wosore Cece Gs 8] ole. oi Bllavelecd:'o eieveinvaress . (Selected) Disk Unit Ready 

ENGvs eres OS 4 tet er erecta oe eeeas Eciebuewaseed $6 Sacae o ae Enable (multiplexer to I/O Bus) 

TEN ° CA 5 656.0: -8 060500 Sie 0-0 04 SS te SG Wee Wb b Gece kerbicersere ls eels ie b aie. Ss18sece Enable Current Address data (multiplexer to I/O Bus) 
BOG cease isis 6 204 oe leiele 808 W501, 65 ease 0 '8'N wie 6 058-6 BSS s- 58 8 6 Motes 4 . End of Cylinder (flip-flop 

EOC 1) eesae es ein ie. hie 680 0.88 COCR E CS FeO He Oe SS eocccceecceceeces End of Cylinder (flip-flop output) 

ERR. cc cece cece cc ccc cere cece cece cree ese sceeceeesececeseseseseError (common signal for all error conditions) 
EP DONE 6340365 6 ecg ah eG Whine Soa ie Wa eee Se Cake oa ware N ee Ns .eee...-Format (writing on disk) Done 

FORMA Tose esis oo 6 ete rice'ere aetie ee dese Sc ave lat poy ensieaieire cena e.6 i sie siwierorss . Format (the disk mode of operation) 
FORMAT... cccscccccccscccscccvccesscvccccscvccsessessesecsses (Complement of above) 

HD1, HD2, HD4, HD8, HD16................66. vei dette eo wt «se.e--- Head Register outputs 

HD + DIR.........4.- a Nale aera odie inl bielg 6°8 8G ei siete Helwioce ware’ Sissepe chet ...--Head and Direction (Seek Timing function)* 
HD + DIR...........- ae Cr ee Sieiere o.eaiate Selo Jeleralsie wis ere as (Complement of above) 

TIN GA iin 5c5 586 Bre ares alate we wrbilacer a Laie! bie eves ec 060068 eral O2ord oboe le Bbe o's ware we Increment Current Address Register 

INC HEAD... 2... cece cece ccc ceencccee eis a cele: o:.0:5e, endse 0 eiel.aseie; sieeve tec Increment Head Register 

INC! SO sce: cca ebice ob: es Soe: 8 ile ws'e od Siew oie we Wreia SIC Ge ej eevee osvtatecereuare inves «Increment Sector Counter 

INC SC... ccc ccc cee eens os ie we. wie eie-vois @rero adele tee: ancne asa. serete eeeeeeees-e(Complement of above) 

INTAs én eis dice wieOs disele Wea wee ae eee Cake ae eke eee (/O Bus signal) Interrupt Acknowledge 
INTERRUPT........... Bove oveunere ba Bapeielecsustere a Sera Seat ers asta Perera) oer . (Present operation done, request) Interrupt 
INT PAN 656 605.0 su Sela eiieed seid svc eeei we sees ..eeeee---Q/O Bus signal) Interrupt Priority In 

INTP OUT viciccicewcwd eeetesk ee eaneaane teas Leea eee ee ee ...e-..--(/O Bus signal) Interrupt Priority Out 


*Not used with Adapters 4047 and 4049 
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INT Re fiends hie buccedue es date vex Sia eibra wedi Smee he oN ee Stee Ne (I/O Bus signal) Interrupt Request 

TORTS oc ete a chal Mere ee ee AUR Cees Ree eee a bie wee . (/O Bus signal) IO Pulse 

10 RST penance as iia ehon ost cows i Gd Ginca gna ete wa teehee die 3 abies . ((/O Bus signal) IO Reset 

TOAD) cia wdc eae eared sea siauceean tend eT rT ere seeeeeesee. Load 6hift Register from Data Storage Register) 
MSKO ssa 2eeeswneewdes icisuns eeaees Shes Psawil ah wees enw (I/O Bus signal) Mask Out 

RD:WR.....+2.0-- pista eentate evans eevee ence cece e ecto reves ecceesees REAM OY Write (operation) 

RD/WRADONE: ge taea ena ees elec ghee aed ee gee gee ae ewe p GENS Read or Write (operation) Done 

A OF.W Bere rare ener rer en ee Re ee ee eR eR ee Oe eee Tee TC Read (Command decode) 

BREAD) bie ode ho bce Site i aan tunie Mecaauer ere ie Sea ataase ave Wei gta ase g: tay eherwJenere: Wxe eco re wece (Complement of above) 

READ: DATE A 0i oo cies 1901 06. 00058 86 e 098 ale ve; 810 cehig Dies aiehs ene ¥ie O1e%s Bee. 6 6iene Read Data (from the disk) 

RECA Tiki sersvaviece vera apn ere be 8 bpiare) Sus oily ofl dre Side a WO Wie, late eed! Shares d tig vare's Recalibrate (command decode) 

RE CAT ce ees Sas cee, bce sere eeu es lene dite te ta BMS i 0. OS n 6 lens Biers: USia lacdre, Biase ewe w ae (Complement of above) 

RESET s4.dsa's basse ey Gee eee oe ive siduh aoe ale Kee swe aaa Rote a Reset (derived from I/O Bus IORST) 

RESET ico 40h 0 0h i-a Gravescuieho ies wiw whee dy Bia) ease e iaeiaie: isp peso see Rye fais Waals fatereve ests (Complement of above) 

RESET ‘S(t ava ceias aie esdiect wisi bio ose tere eierele OMe Wieie ea ON eel ale oe lelece ie ble Reset Sector Register (One-shot output) 

FREQ sce aa ie: alia a te ceite Sela ainda chitece0 6 ie Bleed iet ela aiave fosetelie @2eNe alle Berle Wie oehaie: alee (First data request or) Request 1 

ROEND eer sist ee ees tae ewtun he teus a rie era (I/O Bus signal) Request Enable 

DO EDEK 45 aes wh ese hid 65 asia o ha esta lect diioiteve to ous tania eu aire gy See aies a8 les erie lacay aneierelave cere etene Seek (Command decode) 

SEEK..... yo aiaca iets (Syste Waetete deter eis % Soy tale; ever e ie aie: we eyelaile eed ene eiw: yaeiac steve (Complement of above) 

SEEK: DONE: 6 sssscaeie:d og Sieie gieiere wk 6 oe ale os bees, 0 Sis Bes ie ble we Sine coas Seek (operation) Done 

SEEK’ DONEO (1). acs 5% cece cacers oprah wie teraaserenee, 6s iene ew SAd%s, scavele’b wie eres Seek (operation) Done (Disk Unit 0) (flip-flop output) 
SEEK DONE: (1) .sececceve do's aS evolera 5 Sioed wedi ble bare Wi'eis Soateoeisce ele w eae (Complement of above, flip-flop output) 

SEEK. DONE 1. (2) se iihi ie vie eRe Seis BO CES eee Seah Segoe ees Seek (operation) Done (Disk Unit 1)(flip-flop output) 
SEEK DONE]1 (1).......... Saisi'Ss otis etal atin. la: ele Susi eos (or eveceieileve Grate eee we aetere Bee (Complement of above, flip-flop outnut) 

SEEK DONEZ (1)... ccc ccc ccc ccc eee rece ences cece eee e cee aseee Seek (operation) Done (Disk Unit 2) (flip-flop output) 
SEEK DONE2 (1)........ er ee ee ee ee i eee ee ere . (Complement of above, flip-flop output) 

SEEK DONES (1)......- Sloe tee BEE “gre Sere sene G00 Siete bs Sa Big OE Ned Biever a Ate Seek (operation) Done (Disk Unit 3) (flip-flop output) 
SEEK ‘DONE 8) .(1) os core bis soo io0:tuin se fo20 0 fe fe OS coca oe vain 6S Gyre 0G GGT ew Sas Sew a (Complement of above, flip-flop output) 
SEEKINGO........ CHEER aN CRESS Ree See eee Rie ee ak wee tae are Os (Disk Unit 0) Seeking (indicator flip-flop) 
SEEKING] .........ececeeees eee oe ree re ee (Disk Unit 1) Seeking (indicator flip-flop) 
SREKING 0 ios:535 30 ws Soe Wee cle ee oie erble ose eeerthaiatiew wim ere (Disk Unit 2) Seeking (indicator flip-flop) 
SEEKINGS.........6. 3:biloiis cold o\'e val ieifas'o:fe Saudia betel ne eile, aretate) Sue ie lease ese oie ele Ad (Disk Unit 3) Seeking (indicator flip-flop) 
SEEKINGO (1) .....ccccccccccercccccsesccece Sit areuatie iece’s o's eel ole’ 8% Seeking 0 (flip-flop output) 

SEEKINGI (1)...... bio vadese:eevetee gb ave ete Wee taceiee § ceid oe 60 Sard 9 tears) age Sobce Seeking 1 (flip-flop output) 

SEEKING2 (1)... ccc cece cc csc cersvccees wiasis teveletoseue orutere Guede esos Seeking 2 (flip-flop output) 

SEEKINGS (1).....-..ccccceccces aves! chee fevetiate te Siesare bie Netaretdie eietaral eens Seeking 3 (flip-flop output) 

SEB 6 wale ooe4 hae dau we ee eee Ree we Ses eee en eee (I/O Bus signal) Selected Busy 

SHLD oexdianectvos Kane e ines eoes Cer er rT ee Tre (1/O Bus signal) Selected Done 

SHIFT: DONE. 6:4 40:6) sie:e%0 600: a0) bie wisi s.ei aie: 6a bieie sie e @ Se ere eS eee ie weG e 8S es (32 bit Shift Register) Shift Done 

SHIFT O-SHIFT31..... abla ererglete SoG. Shiniere Gaiwrere ers a: Bisileselai.e eseVe\ ei wse%e slare (32 bit) Shift Register Outputs 

SEB oe i5.0 so 2es6 ne abe SoWe 60.0 8 seo er aele. a eiielawe'ie ie tase sieeve Sickie Giacsleverece . Seek Error 

SIE os sdsveevb ones asueswed esdueceee esa cueses ce eeeese oeeeee. (Complement of above) 

START @ viccccec ve tee ec eeens sada sbce es ebeeec ered eenese ceeds oeees Start (Adapter signal function) 

START oe save ite ciceev 066 ie oe 06: 0: 4:00)allas ss eip'a (el Siereiale 00 070 ee eeeeceeeeeeees (Complement of above) 

START: (1) his eda enGibwws ee lhe eee ee SON OOS OTe stew Van wes sera Stare (flip-flop output) 

START ADAPTER (1)......... $i Siowece Tees eee ie ee .. Start Adapter (one-shot output) 

START. SEEK tai o25. 50s ose, ois dig ois cabs laste gw eo Wiens Wie es Bee e-w 0a a Sane Start Seek (strobe-sets corresponding unit Seeking flip-flop) 
STO (O) cise visrene Sse we 59.8 ee he eats ates ig ew SW wies vow Sie bine Mle ele e Stop (flip-flop output) 

SURT 643.400 Geena ees (eeeviwaetwcrnweeeds bak caase ee aavee’e - (/O Bus signal) Start 

$0; 81,82) 84, S8,. S8 wwco.sscewacee sears cent es. esd lore ova). ecehleverietere, aoa Sector Register outputs 

SC1, SC2, SC4, SC8............. chines RE seine a neieee eeu es Sector Counter outputs 

TS ENABLE........sceecees Saws Ghd Revie wate Woes eweu ae shane Time State Enable (flip-flop) 

TS ENABLE (1).......cceeeeece Seal Ma We Dawe ee eee ee rere rt .. Time State Enable (flip-flop output) 

TUNE T Og 60.50 i695 15. hie “alias oie ore g BER wel eg aS 0! wile 0. 8 Wako aie Weieoeie 6 Sie a WHS a wate . (Disk) Unit 0 Gelect) 

UNIT 1 cc cece cee eeesesaces bes ovevedors wiahateeXeuere adel Said wiaetevai'a slerekeree (Disk) Unit 1 (Select) 

UNITE 2 vista cane hS ee Rene heb ais tapes ee is ia cecih lads wn Salata (Disk) Unit 2 (Select) 

UNITS... cece cece eccveces esb leh elie SreilGice. cafe's. area “eievelatal ie %e ar ere eats wee (Disk) Unit 3 (Select) 
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ABBREVIATIONS (Continued) 


WRITER, ‘areca teu’ ai'ecaet ecg. 6 e5-6:0'0 50s -9-e:le ela oso Oona Wi arian Coe late aw 6 Biel evee Severe cate Write (Command decode) 
RD fe ace Saal oe aeseshacb b ce Sib ed WAR ERE Hea eee eeu eee ...» (Complement of above) 
KPER DONE 2 icusSiankas sauna seed saliailereceleveeaislant avers aeeeeeeeeeeee Transfer (of data) Done 


2nd REQUESt .....cccecccccccecscecccersteessseeceecssesesseess SECONA (data) Request (from 4046 Control to Processor) 
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SECTION II 


INSTALLATION 


2-1 GENERAL 

This section provides detailed information and procedures 
for installing the Data General Disk Cartridge System. The 
Disk Drive unit (4047A or 4047B) is packed and shipped in a 
special reusable container which may be retained for reship- 
mentuse. Placethe shipping container right side up and open 
the center flaps. Exercise care when opening the container 
to prevent damage to the finished surfaces of the unit. The 
equipment manuals and unpacking instructions should now be 
accessi ble fromthe carton. Follow the unpacking and instal- 
lation procedures as listed. It is recommended that three 
people be used to remove the Disk Drive unit, two people to 
lift the unit from the carton, and one person to assist in clear- 
ing away the empty carton. The next important step in un- 
packing the Disk Drive unit is to remove the shipping clamp 
from inside the unit. This should bedone as soon asthe unit 
is removed-from its shipping carton, to eliminate the possi- 
bility of damage due to any inadvertent attempt to operate the 
unit with the shippingclamp stillin place withinthe unit. The 
top cover will have to be removed from the unit first to pro- 
vide access to the Shipping Clamp. The clampholds the head 
positioner over track 0. The presenceof this clamp prevents 
the insertion of a cartridge. No other shipping clamps are 
included. Inspect the unit both internally and externally for 
evidence of shipping damage. If any damage is present do 
not attempt to operate or connect power to the unit, rather 
notify Data General Field Service and the carrier company im- 
mediately. If no visible damage is present reinstall the top 
cover and complete the rest of the installation procedures for 
the Disk Drive unit. 


The Disk Adapter unit, 4046 Control assembly and cables, 
are shipped together in one container. This container actu- 
ally consists of two protective containers which are packaged 
inthe form ofa box within abox. The inside container rather 
than a box is a special styrofoam container used to hold the 
Disk Adapter unit and cables. The 4046 Control Assembly is 
wrapped in a cardboard container and packaged on top of the 
styrofoam container. Thecables are packed inside the styro- 
foam container in the rear of the Adapter unit. Inspect both 
shipping containers for any visible intransit damage such as 
would result from dropping or being punctured or crushed. 
Contact the carrier and Data General Field Service immedi- 
ately if any damage is discovered, specifying the nature and 
extent of damage. 


2-2 INSTALLATION AND CHECKOUT PROCEDURES 

The following paragraphs describe the proper method of 
unpacking the Disk Adapter unit and 4046 Control assembly, 
and procedures for verifying, operationally, and proper in- 
stallation. It is recommended that all shipping hardware, 
packing material and cartons be saved and stored (after un- 
packing) in the event the Adapter unit and 4046 Control as- 
sembly are ever reshipped. 
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2-2.1 Installation Procedures. 
The following procedures are used in unpacking and in- 
stalling the Disk Adapter unit and 4046 Control assembly: 


a) Placethe shipping container right side up and open center 
flaps. Figure 2-1 shows the relative positions of the outer 
and inner carton. 

b) Remove top layers of cardboard. 

c) Remove the 4046 Control assembly and Document packages 
from top of the styrofoam container. 

d) Remove the four foam cushions from each corner. These 
cushions areused both to secure the inner box in positionand 
absorb shock and vibration during shipment. 

e) Open the 4046 Control assembly package and examine the 
PCB assembly closely for any possible shipping damage. If 
any damage is evident do not install the PCB assembly in the 
Processor, rather notify Data General Field Service im- . 
mediately. 

f) Ifno visible damage is present install the 4046 Control as- 
sembly into the Multiple PCB Connector slot (within the Nova 
or Supernova) prewired for the 4046 Disk Control. 


CAUTION: 


MAKE SURE ALL POWER HAS BEEN 
REMOVED FROM THE PROCESSOR 
BEFORE INSTALLING THE 4046 CON- 
TROL PCB ASSEMBLY, OR ATTACH- 
ING THE COMPUTER-TO-ADAPTER 
CABLE. 


g) At this point it is assumed that the Disk Drive unit has 
been removed from its carton, the shipping clamp has been 
removed, and the unit has been inspected. Preparatory to 
installing the unit into a standard 19" rack, each supporting 
slide rail for the unit must be mounted to the rack cabinet. 
The procedures for securing the slide rails and subsequent 
mounting of the unit onto these rails are as follows: 


1) Slide rail dimensions are 20 9/16" from 
(mounting) face to face. 

2) See the Installation drawing, Figure 2-2 for 
the proper placement of nut plate and speed 
nut clip hardware. The amount of clearance 
required between the top of the Disk Drive unit 
andany panelor equipment located immediate - 
ly above it in the rack is also specified on the 
Installation drawing. Use the (12) #10/32 ma- 
chine screws shipped in the container along 
withthe Disk Drive unit to fasten the slide rails 
to the rack cabinet. 

3) Verify rails are opened to the stop position and 
remain in this position while the Disk Drive 
unit is being placedontothe rails. This is re- 
quired to facilitate alignment of the holes 
in the rear of the drive unit enclosure 
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Figure 2-1. Relative Positions of Outer and Inner Shipping Cartons. 
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Figure 2-2. Installation Drawing for Data General Model No's 4047A, 4047B & 4047 or 4049. (Sheet 1 of 3) 
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Figure 2-2. Installation Drawing for Data General Model No's 4047A, 4047B & 4047 or 4049. (Sheet 2 of 3) 
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CONFIGURATION GUIDE F. 


A. Model 4047B is shipped as two separate 
drives. 


B. if Model 4047B is used mount removable Disk 
Cartridge Drive below fixed Disk Cartridge G. 
Drive so that swing radius of the load door 
on Disk Drive doesn't create a configura- 
tion problem. (See sheet 2 DGC 010-000012 
in zone D-1, D-2, and D-3). 


C. P3 on Adapter (4047 or 4049) is only used 
for dual processor mode. (See Figure 1-4 in 
DGC instruction manual). H. 


D. Cable or cables used to interface Adapter 
(4047 or 4049) to Central Processor or 
processors are supplied with Model 4046 


control (these are DGC P/N 005-000468 or c 
005-000803). 
E. Unit placement in the rack & cooling guide 
(See DGC 012-000012, Sheet 1). 
K. 


SUGGESTED INSTALLATION PROCEDURE 


A. Remove side panels from cabinet, DGC Model 
No. 1012A or 1012B. 


B. Establish "Start Point" for particular con- L 
figuration (See DGC 010-000012, Sheet 1) ‘ 
and install (item 4) (two places as shown) 
using Mounting hardware supplied. 


C. Install clip nuts in specified locations 
per DGC. DWG 010-000012, Sheet 1 & Sheet 2 
(NOTE ALL hardware dimensions shown are 
typical for both front vertical mounting 
rails.) 


D. Remove slides from 4047A or 4047B and 
attach mounting clips to stationary 
portion of slides, 20-9/16 inches apart 
(See DGC DWG 010-000012, Sheet 1 & Sheet 2) 


E. Mount slides as shown on DGC DWG 010-000012 
Sheet 2 (As required). Note that the slide 
mounting hardware is located on 1-3/4" 
centers. Extends slides forward until 
Slide lock is engaged. 
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Figure 2-2. Installation Drawing for Data General Model No's 4047A, 4047B & 4047 or 4049. (Sheet 3 of 3) 
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Insert Model 4047A or 4047B into slides, 

engaging guide bullets in back of slides, D 
then engage friction fasteners at bottom 

of slides. 


CAUTION: At this time remove top cover of 
GOTTA or 4047B and remove clamp that is 
holding Head Positioner over track 0 (this 
clamp is used for shipping only) then 
replace top cover. This step is a 
necessary prerequisite before Disk 
Cartridge (Model 4047C) can be inserted. 


WARNING 

This Drawing Un- 
controlled: See 
Print Set For Latest 
Revision. 


Unlock slides and push Model 4047A or 
4047B into the rack until they stop 
against the front vertical mounting rails. 


Secure Model 4047A or 4047B with 10-32 Cc 
screws as denoted on Sheet 2, DGC 010- 

000012, then mount magnet dress covers 

over hardware. 


Slide adapter (Model 4047 or 4049) onto 
guides (item 4) and secure to front 
vertical mounting rails with 10-32 screws, 
mount console and secure console using 
1/4 turn fasteners. 


Install cables as denoted on Sheet 1 

DGC 010-000012 (NOTE DAISY-CHAIN OF SIGNAL 

CABLING.) For expansion of 4047, FO047A 

or 4047B, See DGC power cable connection 

instruction on Sheet 2, zone B-1l (DGC B 
010-000012). 
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with the alignment studs located on the rear of the slide 
shaft. Thetwo holes inthe bottom of the drive unit en- 
closure should also align with nylon expansion washer. 
(This washer is expanded by compression and is screw 
adjustedas part of the Disk Drive unit securing hard- 
ware.) 

Push the unit back intothe cabinet. Remove magnetic 
covers from the sides of thefront panel. Secure front 
panel of unit to rack with hardware supplied, making 
sure that the nut place and speed nut clips are in the 
proper position (as shown on the installation drawing) 
before inserting the screws. 

Release the straps on the styrofoam container, and re- 
move the cover from the container. 

Using three people (two to lift the unit from the container, 
and one personto remove the container once the equipment 
has been lifted clear) remove the Adapter unit from its 
container. 

Verify that the source end of the Disk Drive de power cable 
is connected inside the Adapter unit as follows: 

1) Remove the logic interface board fromthe Adapter en- 
closure. The perforated cover should now be exposed. 
Peek through the perforated cover and verify that the 
Disk Drive de cable is connected to the screw terminals 
located on the rear edge of the power supply Printed 
Circuit board. 

Verify that the de power cable is connected as follows; 
the two blue wires connect to the HV (or BLU) screw 
terminal. The two red wires connect to the +HV (or 
RED) screw terminal. The braided ground wire con- 
nects tothe GND (or BLK/BRNscrewterminal. Screw 
terminal markings identified above are etched onto the 
printed circuit board. Additional dc power cable con- 
nection data may be found on the Installation drawing 
referenced above. (The Data General part No. for the 
de power cable is 118-000099. ) 

After verifying that the dc power cable is properly 
connected, reinstall the logic interface board back in- 
to its original position within the Adapter enclosure. 
If the dc power cable is not connected notify Data 
General Field Service. 

Insert key into Power lock switch on Adapter front 
panel, and verify lock switch is inthe 'Off" or far left 
rotational position. Plug in the 110 volt ac line cord. 
Turnkey, rotationally, tothe far right, or ''On'' posi- 
tion and verify that the Fan within the unit comes on. 
Do not attempt further installation if the Fan is 
inoperative. 

Using the same number of personnel mount the Adapter in 
a standard 19" rack, securing it into position as follows: 
1) The supporting rails for the Adapter unit and hardware 
are shipped in the Adapter container and shouldbe in- 
stalled as shown on the Installation drawing refer- 
enced above. 

Position speed nut clips as shown on Installation 
drawing. 

Place Adapter unit on rails and slide into position in 
the cabinet. (A rear stop is provided for the unit. ) 
Secure Adapter to rack with hardware supplied. 
Install console panel, secure by the two 1/4 turn 
fasteners. 
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Connect the Adapter unit de cable into the power connector 
onthe rear panel ofthe Disk Drive. Figure 2-3 is a sim- 
plified drawing showing cable installation 
Connect (Adapter to Drive) ribbontype signal cable 
(Data General #118-000098) to Adapter connector P1 (Plug 
Interface back panel in rear of Adapter.) Connect other 
end of cableto Disk Drive unit. (if this is a single Drive 
installation connect terminator card (Data General #118- 
000100) into opposite input/output connector. Reference 
Figure 2-2, the Installation drawing, for proper daisy- 
chaining of input/output cabling in multiple drive instal- 
lations. 
Note; Model 4047B will require one 
level of daisy-chaining to be 
installed. An additional rib- 
bon type signal cable is pro- 
vided for this purpose. Ter- 
minate unit the end of the 
daisy-chain as described above. 
Connect Computer I/O Cable (#005-000468) into Connector 
P2 of the Plug Interface back panel (located inthe rear of 
the Adapter unit. The connector should be installed with 
the ground tabs pointing toward the ground tabs of con- 
nector P3 (also on the back panel PCB). Secure connector 
ground tabs with two #4/40 Phillips head screws. Con- 
nect other end of cable intothe designated 50* pin mating 
connector located in rear of the processor enclosure. 
Set the LOAD RUN switch on the Disk Drive unit to the 
LOAD connect position. Adapter ac line cord to a stand- 
ard 110 volt outlet. Insert key into POWER lock switch 
on Adapter front panel and turn to the ON position. (The 
key is removable when the lock is turned to the far right 
rotational (ON) position. ) 
Verify POWER indicator of Disk Drive unit or (units) 
comes on. Do notattempt to operate until all power dis- 
tribution is verified. 
Verify that the LOAD indicator of the Disk Drive unit is 
also illuminated and the READY indicator (of the Disk 
Drive unit) is extinguished. 
Open the cartridge receiver door, insert a Cartridge. 
Close the cartridge receiver door and press the LOAD 
RUN switch to the RUN position. Verify that the READY 
light comes on approximately one minute after switching 
to RUN. Verify the CHECK indicator on the Disk Unit 
drive is extinguished. If CHECK comes on with READY 
switch back to LOAD, wait until the drive stops, then 
switch to RUN again. If this still fails to clear CHECK 
perform these procedures again using a different Car- 
tridge. If this fails to clear CHECK discontinue further 
operation and notify Data General Field Service. 
After the Disk Drive has been loaded with a Cartridge and 
is READY (with CHECK extinguished) power may be ap- 
plied to the Processor in preparation for performing the 
checkout procedures. 


* 100 pin connector for 4 and 10 slot 800 and 1200 Computers. 
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Figure 2-3. Inter-Unit Cabling for Controller 4046 
and Adapter 4047 or 4049 
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2-2.2 Checkout Procedures 


The following procedures are used in initial start-up and 


operational checkout of the Disk Cartridge System installation. 


a) 


b) 


Teletype: 


Using the Binary Loader load the Moving Head Disk Con- 
trol Diagnostic test (DGC Tape #095-000069) into the Pro- 
cessor through the teletypeor high speed reader. Review 
the test description presented in DGC document #097 - 
000039. 

Start the program at location 000002g. Teletype will re- 
quest input data as to type and Disk Unit number of system 
under test: 


0 FOR CARTRIDGE 
1 FOR 10 SURFACE DISK PACK 
2 FOR 20 SURFACE DISK PACK" 


"TYPE 


User Response: 0 


Teletype: 


User Response: 


c) 


qd) 


"TYPE UNIT NUMBERS (0-3) TO TEST" 
n Carriage Return 


Where nis the Unit number of the Disk Drive 
to be used during the test. 


Program takes approximately 5 minutes running time and 
prints out the word PASS upon the successful conclusion 
of the test. The test will continue as long as itis allowed 
to run. Verify test is completed successfully. 

If the program fails to conclude successfully, reference 
Sections 3 and 4of DGC Manual! #097-000039 for the vari- 
ous control options provided by the test program when pro- 
ceeding from an error halt. 


NOTE: Special entrances to the test program in 
the form of Starting Addresses SA4or SA5 
are provided to set the DeviceSelect Ad- 
dress data into the program. This in- 
formation defines the Control under test 
as being wired to respond to Device code 
33, (as a primary control) or 73g (as a 
secondary control). The program comes 
to a halt after entering from either SA4 
or SA5 and will enter a Jump loop if con- 
tinued from the halt. Therefore, after 
using either SA4 or SA5 to change the 
above mentioned program data, enter the 
program fromSA400, or enter from SA2 
if a different unit is to be tested. When 
the test is entered from SA2, the pro- 
gram assumes the Control is wired for 
Device code 33, and will automatically 
proceed to SA400, the starting location 
of the diagnostic’ tests. 


e) Load the Moving Head Disk Reliability test program (DGC 


Tape #095-000068) into the Processor through the teletype 
or high speed reader. Review the test description pre- 
sented in DGC document #097-000038. 
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f) 


User Response: 


8) 


h 


— 


i) 
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Start program at location 0000029. Program will output 
through teletype: 


"TYPE THE NUMBER OF DISK SURFACES" 
2 Carriage Return 


Program requires approximately 24 minutes running time 
for the Nova 1200 and approximately 15 minutes running 
time for the Nova 800 and Supernova Processors. 
Program types "PASS" on each successful completion and 
will run continuously. The operator may actuate any key 
on the teletype to obtain a report of the number of words 
written and read, and the number of errors during ran- 
dom testing. 

In the event the program fails to complete successfully, 
the various diagnostic and error options may be referenced 
from the program reference manual DGC #097-000038. 


NOTE: This program also provides 18 special en- 
trance starting address locations which may 
be used for a variety of tests and unique func- 
tions, e. g., the Command String Interpreter. 
Starting address locations 4 and 5 canbeused 
to change the Device address of the Control as 
described previously in the Note under step d 
of this procedure, with the added flexibility of 
using any of the other 16 special entrance ad- 
dress locations between 400 and 417 after this 
operation has been completed. 
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SECTION II 
OPERATION 


3-1 GENERAL 

Only one switch is used to supply power to boththe Adapter 
unit and the Disk Drive unit. This switch is labeled POWER 
and is located on the left side of the Adapter front panel. A 
key is required to both operate the lock portion of the switch, 
and to turn the switch to its ON and OFF rotational positions. 
Description of the Disk Drive controls, interlocks, and in- 
dicators may be referenced in document D3031-670 shipped 
with the Disk Drive unit. Operation and programming in- 
formation for the Nova or Supernova Processor may be ref- 
erenced in Data General publication 'How to Use the Nova 
Computers". 
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SECTION IV 
THEORY OF OPERATION 


4-1 INTRODUCTION 


This section contains detailed information describ- 
ing the functional operation of the Controller type 4046, 
and the 4047 (and 4049) Adapter Logic Interface. A 
brief description of the Adapter power supply is also 
included at the rear of this section. The logic dia- 
grams for the 4046 Controller (Drawing #001 -000122, 
sheets 1-3), the 4047 Plug Interface, (Drawing #001- 
000142), the 4047 & 4049 Logic Interface, (Drawing 
#001 -000143), and the 4047 Disk Power Supply (Draw- 
ing #001 -000186) are found in the print set of this man- 
ual. These diagrams should be referenced when re- 
viewing the detailed logic descriptions of this section. 
The functional discussion of this chapter is divided in- 
to two sections, the first of which describes the oper- 
ation of the 4046 Controller. Adescription of the func - 
tional operation of the 4047 & 4049 Logic Interface is 
provided in the second half of this chapter. Both de- 
scriptions are supported by Figure 4-1, whichis ade- 
tailed functional block diagram of the 4046 Controller 
and the 4047 & 4049 Logic Interface. 


4-1.1 Logic Notation 


Certain logic notations, usedon both the engineering logic 
drawings and Figure 4-1, may possibly require a brief ex- 
planation as to proper functional interpretation. The signal 
outputs from flip-flop and one shot terminals are designated 
as follows: 

a) The signal output from the set terminal of the device is 
designated with the signal name anda (1) followingto des- 
ignate the set terminal and the logic 1 signal that will be 
available at that terminal when the device has been elec- 
trically switched internally to the set state (or in the case 
of a one shot when the device is cycling). 

b) The signal output fromthe reset terminal of the device is 
designated with the signal name and a (1) following, but 
also with a bar overthe entire expression to designate the 
reset terminal and the logic 0 signal that will be available 
at that terminal when the device has been electrically 
switched internally to the set state (or inthe case of a one 
shot when the device is cycling). 

For example consider the Data Late flip-flop. If the flip-flop 

is set it will provide alogic 1 onthe DATA LATE (1) line from 

the set terminal of the device, and a logic 0 on the DATA 

LATE (1) from the reset terminal of the device. Obviously, 

the logical complement of the signals described above will be 

displayed on the associated terminal lines when the device is 
in the reset state. These designations are helpful when one 
reviews the engineering logic diagrams, in that they assist 
in differentiating between signals.produced by individually 
functional bistable or monostable devices and signals pro- 
duced by the remaining logical elements and storage devices. 


4-2 CONTROL TYPE 4046 FUNCTIONAL DESCRIPTION 
The 4046 Control is divided into three major logic sections; 
the I/O section, the Register section, andthe Timing section. 
As shown on Figure 4-1, the Processor interfaces primarily 
with the I/O section and the Register section. The 4047 (& 
4049) Logic Interface exchanges signals with all three sections 
of theControl. Some of these signals are routed through a 2 
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Channel, 24 bit Multiplexer in theAdapter Interface, and are 
shown on Figure 4-1 as signal flow lines interrupted by the 
Multiplexer block. The remaining interface signals complete- 
ly bypass the Multiplexer and are shown on Figure 4-1 as 
signal flowlines non-interrupted by and passing directly thru 
the Multiplexer block. This illustrating convention was used 
in the preparation of Figure 4-1 as a means of differentiating 
between interface signals switched by the Multiplexer, and 
those signals wired directly across the interface. The Multi- 
plexer channel selection is controlled by anADAPTERSELA 
signal, which selectively enables signal lines between the 
Adapter and one of two possible 4046 Controls (designated 
"A't and "B''), When ADAPTER SELA is at the logic 1 or 
high level the signal lines from Control assembly "A" (con- 
nected into P3 of the back panel) are selected. Conversely, 
the low or logic 0 level on the ADAPTER SEL A selects the 
signal lines from Control assembly ''B" (connected into P2 of 
the back panel). The switching of the Adapter Multiplexer is 
discussed further in the second half of this chapter. How- 
ever, it is assumed that the '"B" Control assembly has been 
selected (by the Adapter Multiplexer) as a means of expedit- 
ing the discussion concerning the Operation of the 4046 Con- 
trol assembly. The operations of the three logic sections of 
the Control assembly will each be described in the course of 
the following discussion. 


4-2.1 Typical Instruction Sequence & Logical Operations 


Each I/O communication between the Processor and the 
4046 Control must contain the Device Select code. Device 
Select code 33 is called out on Figure 4-1, however Device 
Select code 73 is required for the second Control assembly 
if two Control assemblies are located within one Processor. 
The proper Device Select code (either 33 or 73 depending on 
the configuration) causes a DP SELECT signal to be produced, 
which effectively removes an inhibit from theI/O Control In- 
put gates. At this time the I/O bus (instruction) signal func- 
tion accompanying the Device Select code will be gated into 
the I/O section to enable the proper logic for implementing 
the instruction. DP SELECT also removes an inhibit from 
the SELB (Selected Busy) and the SELD (Selected Done) out- 
put gates. In the uninhibited state these gates provide in- 
formation (for the Processor) as to whether the Control is 
busy or done. At this point the discussion will describe an 
example series of I/O instructions designed to facilitate and 
implement a write operation, and will describe the particular 
operations invoked by these instructions. It is pointed out 
here that the sequence ofinstructions used inthe example do 
not constrain the programming for this equipment tothe order 
described or infer any other such restrictions onthe use and 
control of the Disk system. 

The first instruction issued in the example sequence will 
be a DATOC which loads the drive, head, sector and sector 
count data (from the specified accumulator) for the upcoming 
operation. Sector Count is loaded with 2's complement of 


total consecutive sectors to be written. (It is necessary to 


load the unit code into the Controller prior to checking the 


‘status of DSK Ready.) The next instruction issued in the se- 
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quence will be a DATIA which will read the status word back 
intothe specified Processor Accumulator. At this time, the 
Processor program will check the various status bits to de- 
termine if the unit is ready to perform a transfer Operation. 
The next instruction issued (assuming the unit is ready) will 
be a DATOA which will load the cylinder address and com- 
mand mode data from the specified accumulator. The com- 
67 
mand mode bits 6 and 7 of this data will be set to a 10 con- 
figuration for a SEEK operation. The DATOA instruction 
function bits 8 and 9 will be set to a 11 configuration to issue 
an IOPLS to the Control. The SEEK operation is started by 
theIOPLS function. Theinterrupt logic of the I/O section can 
be disabled by the Processor "Mask Out" I/O instruction with 
a 1 setintobit 7 of the specified accumulator. However, for 
this discussion it is assumed that interrupts are enabled. 
Therefore, when theSEEK operation has been completed, the 
Control will issue an INTR to the Processor, which in turn 
will issue an INTA to the Control. INTA (providing the DP 
INT REQ and INTP IN signals are present) will allow the Con- 
trol to place its Device Select code onthe I/O Databus. After 
receiving the Device Select code, the Processor will (to con- 
tinue the example) issue a DATOA instruction, which will pro- 
vide data (from the specified accumulator) for resetting the 
interrupt. This accumulator data will also encode bits 6 and 
67 
7 into a 01 configurationfor aWRITE command. Thelast in- 
structionin the example sequence is a DATOB which will load 
the Core Address register with data from the accumulator 
specified. The DATOB instruction function bits 8 and 9 will 
89 
be set to a 01 to issue aSTRT (I/O bus) signal to the Control. 
Now that the I/O instruction sequence has been specified, along 
with their general functions, the following discussion will 
describe the incremental flow of operations through the Con-~ 
trol upon receipt of each instruction starting with the DATOC 
defined as the first I/O instruction of the example sequence. 
The DATOC bus signal, together with the Device Select 
code for the Control will produce a DP DATOC signal, which 
will enable the Sector Count, Sector, Head, Format, andUnit 
Code registers to be loaded from the output of the 16 buffer 
inverters (Registers section) being driven by the DATAO thru 
DATA15 I/O bus lines. The next instruction, DATIA, to- 
gether with the Device Select code for the Control will pro- 
duce a DP DATIA signal, which enables a 2 channel, 16 bit 
Multiplexer to place the system status microcoded word on the 
I/O bus lines (DATAO thru DATA15 via the 16 open collector 
gates. As shown on the Figure, the 2 channel, 16 bit Multi- 
plexer and 16 open collector gates are located in the Registers 
section, and are both enabled (for outputting the status word) 
by the DP DATIA signal. The open collector gates are nor- 
mally inhibited by the output an OR gate, and any one of four 
logic 0 signals (including DP DATIA) will cause the OR gate to 
release the inhibit level onthe 16 open collector gates driving 
the I/O bus. As a side note to the discussion, the 2 channel, 
16 bit Multiplexer can be enabled to select the opposite chan- 
nel by a DP DATIC signal (derived from the DATIC I/O bus 
signal). This channel provides microcoded information as to - 
the values contained in the Unit, Head, Sector and Sector . 
Count registers. DP DATIC as a logic 0 signal also causes 
the OR gateto release the inhibit level onthe 16 open collector 
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output gates, placing the data from the four registers men- 
tioned above onto the I/O bus lines. This facility allows the 
Processor to recall this information (under program control) 
either priorto atransfer (or Seek) operation or upon the con- 
clusionof atransfer (or Seek) operation as reference data for 
the operational program. 

To return to the example instruction sequence, it is as- 
sumed that the operational program finds (through the data of 
the status word) that the selected Disk Drive unit is ready to 
perform an operation. The next instruction in the sequence 
is a DATOA, which will load both the Cylinder register with 
the cylinder address and the Command buffer (and decoder) 

67 

with the (10) SEEK code preparatory to performing a Seek op- 
eration. Since the Seek operation is started by an IOPLS, 

this signal function will also accompany the DATOA bus sig- 
nal. Bothsignals present onthe I/Obus with the proper De- 

vice Select code for the Control will enable the I/O Control 

Input gates to produce a DP DATOA signal (from the input 
DATOA) and a DP IOP signal (from the input IOPLS). The 
DP DATOA loads the Cylinder register and Command buffer 
from the outputs from 10 of the buffer inverters (located in 
the Registers section) being driven by the data on the I/O bus 

lines (DATA6 thruDATA15). The Command buffer is physi- 

cally part of the 10 bit Cylinder register, usingthe two most 

significant stages of the register, withthe cylinder data stored 
in the remaining eight least significant stages. The outputs 

of the Command buffer CM1 & CM2 are decoded to place a 
logic 0 enabling signal on one of the four command lines, 

RECAL, SEEK, READ or WRITE. (The five most signifi- 

cant bits of the accumulator data specified by the DATOA 

command are used to clear the error status flip-flop, clear 
the Done flip-flop, and clear the Seek Done (interrupt) flip- 
flops. However, at this point in the example discussion it is 
assumed all of the 4046 Controller logic was initialized dur- 
ingturn-on. The use of these clearing bits inthe DATOA in- 
struction will be described further on in this discussion. ) 
The DP IOP in the logic 0 state is used to enable the direct 
set input of the Start flip-flop of the Timing section, the set 
output of which causes an inverter to place a logic 0 signal 
on the START line to the A or B Controller Select logic of 
the Adapter Interface. 

The START signal from the Controller (under discussion) 
is wired into the ''B'' computer connector (P2) of the Adapter 
Plug Interface, and hence becomes a START B signal within 
the Adapter. The STARTB signal is essentially a request 
from the Controller, that it be connected (via the Adapter 2 
channel Multiplexer) with the Adapter. If the Adapter is not 
busy with the "A" Control (if an "A'' Control exists) the SEL 
B flip-flop in the Adapter will become set and transmit a logic 
1 ADAPTERSELB signal back tothe Controller. (ADAPTER 
SEL B becomes ADAPTER SEL through the computer con- 
nector, P2. ADAPTER SEL B switching to the logic 1 state 
also indicates the 2 channel Adapter Multiplexer has been 
switched to connect the Adapter interface signal lines with 
the ''B"' Controller.) Thelogic 1 ADAPTER SEL signal pro- 
vides the remaining enable signal required by a trigger gate 
driving the "Start Adapter" one shot (inthe Timing section of 
the Controller). Asthe one shotenters its cycle it produces 
a logic 1 START ADAPTER (1) signal which performs three 
important functions; i.e., sets the Control 1 flip-flop, pro- 
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vides one of the enabling signals for the START SEEK func- 
tion, and resets the Start flip-flop. 

As mentioned previously a SEEK command decode sig- 
nal is present and enables an OR gate (Timing section) to 
provide one of the requirements for producing a logical 
START SEEK signal. The other requirement is provided by 
the logic 1 START ADAPTER (1) signal. (t is noted here 
aside from the discussion that a RECAL command decode is 
the other OR signal that is capable of producing, in conjunc- 
tion with START ADAPTER (1), a START SEEK logic 0 sig- 
nal. Therefore, all of the START SEEK functions described 
below are repeated during a RECAL operation.) The logic 0 
START SEEK signal strobes four AND gates each of which is 
associated with a dual flip-flop, dual gate logic configuration 
reserved as Seek indicators for each one of thefour (possible) 
Disk Drive units connected with the system. The particular 
unit decode signal produced in the Controller (either UNITO, 
UNIT1, UNIT2, or UNIT3) will be present and fully enable the 
associated AND gate. The logic 0 output from this gate in 
turn will enable the direct-set input of one of the associated 
(Seeking) flip-flops. The output from this flip-flop provides 
a Signal indicating that the corresponding drive unit is pres- 
ently "Seeking."" For example, ifa UNIT 0 signal is present 
when START SEEK occurs, the ''Seeking 0" flip-flop will be 
set, andaSEEKINGO (1) logic 0 signal will be available to the 
2 channel, 16 bit Multiplexer for reading (under control of an 
1/O DATIA instruction). The logic 1 set output from theSeek- 
ing 0 flip-flop, enables the D input of the Seek Done 0 flip- 
flop so that when the ATTENO signal from Disk Drive unit 0 
is received (indicating that the Seek operation has been com- 
pleted) the Seek Done 0 flip-flop will become set. The logic 
1 set output from the Seek Done 0 flip-flop is fed back to the 
C input of the Seeking 0 flip-flop and provides an automatic 
reset for Seeking 0. The logic 0 reset output from the Seek 
Done 0 flip-flop, SEEK DONEO (1), will be available to the 
2 channel, 16 bit Multiplexer for reading (under control of an 
I/O DATIA instruction). Each of the other remaining Seek- 
ing, Seek Done logic groups (for UNIT1, UNIT2, and UNIT3) 
function exactly as described in the UNIT0 example above. 
A point to remember is that the Seek operation head position- 
ing requires access time anywhere from 15 milliseconds to 
135 milliseconds depending on the distance between the pres- 
ent track position and the track tobe accessed. On this time 
scalethe computer is capable of performing thousands of op- 
erations while waiting for a Seek operation to be completed. 
Hence, the Seeking and Seek Done logic provide a valuable 
monitoring function for the Processor. The Seek Done flip- 
flop also provide a logic 1 (set output) signal to the Done In- 
terrupt OR gates in the I/O sectionof theController. A logic 
1on either of the fourSEEK DONE lines (GEEK DONEO-SEEK 
DONE3) will initate a Processor interrupt (providing inter- 
rupts have not been disabled). Inservicing the interrupt, the 
Processor should first clear the Seek Done interrupt by trans- 
mitting a DATOA instruction, which has an accumulator with 
bits 1 thru 4 configured such that it will clear the Seek Done 
flip-flop producing the interrupt. The interrupt functions for 
the Control are described further on in the discussion. 

As mentioned previously the other logic function simul- 
taneously enabled withthe START SEEK function by the logic 
1 START ADAPTER (1) signal is the CONTROL1 function. 
TheSTART ADAPTER (1) signal unconditionally sets the Con- 
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trol 1 flip-flop. The logic 1 set output from the Control 1 
flip-flop is used to drive two parallel inverters, one of which 
provides a logic 0 signal for the CONTROLI line to Adapter 
Track Address logic section. The output from the other in- 
verter is used to enable the direct set input of the TS (Time 
States) Enable flip-flop (inthe Timing section of the Control), 
placing itinthe set state. The set output from the TS Enable 
flip-flop is gated with a feedback signal from the ring-around 
timing one shots of the SEEK Timing Generator (Timing sec- 
tion of the Control) used to synchronize the firing order of the 
two series one shots. 

The SEEK Timing Generator consists of the above men- 
tioned two series one shots, anda four bit shift register. As 
long as the TS Enable flip-flop remains set the two series one 
shots will be allowed to sequentially cycle. The series one 
shot loop is triggered initially when TS Enable becomes set, 
and the logic set output from the second one shot in the loop 
strobes gating which will automatically reset the Control 1 
flip-flop. This gating will also reset the TS Enable flip-flop 
if a logic 0 SEEK signal is present (indicating a SEEK com- 
mand has not been decoded). However, in this example a 
logic 0 SEEK decode signal is present, and the TS Enable flip- 
flop will remain set to permit generation of the CYL, HD+DIR, 
DIFF and CONTROL2 signals via the periodic shifting of a 1 
bit through the shift register on each cycle on the series one 
shot loop. Since a logic 0 SEEK signal is present a logic 1 
will be set into the first stage of the shift register during the 
first cycle of the series one shot loop producing alogic 0 CYL 
signal. This 1 bit is advancedon each subsequent cycle pro- 
ducing the HD+DIR, DIFF, and CONTROL2 signals until it 
reaches the fourth stage of CONTROL2 stage where it (thru 
an inverter) resets the TS Enable flip-flop, ending the time 
states sequence. rs 

As shown on the Figure 4-1, only the CYL output from 
the SEEK Timing Generator is used by the 4047 and 4049 
Adapter logic interface. CYL triggers the CYL Setup one 
‘shot of the Track Address section of the Adapter logic. This 
one shot initiates a chain of logic which loads the cylinder 
data into the Adapter Track Address register, and sets up a 
Strobe line to the Disk Drive unit as a signal to read the data 
on the interface lines from the Track Address register. (A 
RECAL command decode present with a CONTROLI signal 
are gated together to also produce atrigger for the CYL Set- 
‘up one shot, however during a RECAL operation data in the 
Track Address register is ignored, and the heads are homed 
to track address 000.) All of the servo positioning calcula- 
tions such as the head direction, difference between present 
head location and the new head location, are all performed 
iwithin the Disk Cartridge Drive unit, and when the movement 
thas been completed the unit responds by placing a logic 1 on 
‘its ATTEN line to the Adapter. The ATTEN signal is wired 
directly into the Control where it sets the associated Seek 
Done flip-flop, and produces a Processor interrupt (if inter- 
rupts are enabled). 
~~ As mentioned previously a logic 1 present on anyone of 
the four lines from the Seek Done flip-flops enables the Done 
Interrupt OR gates in the I/O section of the Controller. The 
Processor candisable interrupts by transmitting a Mask Out 
I/O instruction with bit 7 set in the specified accumulator. 
However, ifinterrupts are enabled, two other interrupt func- 
tions must be present in order to produce the INTR to the 
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Processor. The first function is provided by the Processor 
which samples interrupt requests at the start of each memory 
cycle by placing a RQENB signal on the I/O bus. The second 
function is provided by the Control Done Interrupt OR gates, 
which indicates when any Seek or Read/Write operation is 
done by placing a logic 1 on the INTERRUPT line. Thus, if 
interrupts are not disabled (i.e. the DP INT Disable flip-flop 
is not set) and an INTERRUPT signal is present (all opera- 
tions Seek-Read or Write, are done), the next RQENB pulse 
generated by the Processor will set the DP INT REQ flip- 
flop placing an INTR signal on the I/O bus back to the Pro- 
cessor. Setting DP INT REQ willalso place a logic 1 signal 
onthe INTP OUT fromthe Controller (indicating that the Con- 
troller has priority). When the Processor acknowledges the 
interrupt it will respond with an INTA I/O bus signal. This 
signal will allow (if the DP INT REQ flip-flop is set) the Con- 
troller to place its Device code on I/O bus lines DATA10 thru 
DATA15. Upon receipt of the Controller's Device code, the 
Processor will respond (according to the example instruction 
sequence being described) with a DATOA I/O instruction 
which will specify an accumulator configured to load the In- 
terrupt Reset register with data to clear the interrupt, and 
67 
with mode bits 6 and 7 set to 01 for a WRITE command de- 
code. 

After the Processor transmits the WRITE encoded DATOA 
instruction, itwill transmit a DATOB instruction, which will 
specify an accumulator holdingthe address data to be loaded 
into the Core Address register of the Control. The DATOB 
instruction will be configured such that bits 8 and 9 will be 

89 
set to 01 as an I/O Start control function. Under these con- 
ditions the Processor will also generate an STRT I/O bus 
signal along with the I/O DATOB bus signal. The DATOB 
signal causes the I/O Control Input gates (of the I/O section) 
to produce a logic 0 DP DATOB signal which is used to load 
the outputs from the 16 buffer inverters (Registers section), 
being driven by I/O bus lines DATAO thru DATA15, into the 
Core Address register. TheSTRT I/O bus signal causes the 
1/O Control Input gates (of the I/O section) to produce the 
logic 0 DP START and a logic 1 DP START signals. The 
logic 0 DP START signal provides a direct-set for the DP 
Busy flip-flop. (The DP Busy flip-flop at the startof all op- 
erations except for the first Read or Write operation after 
the Control has been cleared. Seek Done functions do not ef- 
fectthe DP Done flip-flop. ) Thelogic 1 DP START pulse en- 
ables the C inputof theStart flip-flop, providing an uncondi- 
tional set function for the flip-flop. The logic 1 set output 
from the Start flip-flop drives an inverter, which in turn 
places a logic 0 on the START line to the Adapter. The 
START signal functions in the A or B Control Select section 
of the Adapter exactly as described previously, and results 
(after selection) inan ADAPTER SEL signal being sent back 
to trigger the "Start Adapter" one shot. Thelogic 1 set out- 
put from the "Start Adapter" one shot, START ADAPTER (1) 
in addition to resetting the Start flip-flop, sets the Control 1 
flip-flop, and causes the two parallel inverters driven by the 
set terminal of the flip-flop to place logic 0 signals on the 
CONTROLI lines. Asdescribed previously (for Seek opera- 
tions), the output from one inverter setsthe TS Enable flip- 
flop, which will release the series one shot loop (within the 
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Seek Timing Generator) for one cycle. Since the SEEK sig- 
nalis notpresent, both the TS Enable and Controll flip-flops 
will automatically be reset on the leading edge of the second 
one shotintheloop. However, since CONTROL] is true for 
1.6 microseconds, the discussion will briefly consider the 
CONTROL1I logic functions within the Adapter logic interface 
for a WRITE command decode. Decoding of the Command 
mode bits is performed both inthe Controller andinthe 
Adapter, and in the case of the example under discussion a 
WRITE logic 0 enabling signal will be decoded. The logic 0 
WRITE signal together with an inverted CONTROL! signal are 
used to set the RD/WR flip-flop inthe Command section of the 
Adapter logic. The RD/WR and WRITE signals within the 
Adapter are primary control signals for the write operation 
and will be discussed later on in the course of describing the 
write operation. 

The WRITE logic 0 signal decodedin the Controller is in- 
verted and gated with the logic 1 START ADAPTER (1) signal 
(in the I/O section) to produce a direct-set for the DP Flag flip- 
flop. The set output from this flip-flop places a logic 1 on the 
DP FLAG (1) line to enable the D input of the DP DCH REQ 
flip-flop. The next RQENB (I/O bus) signal fromthe Proces- 
sor will drive an inverter to produce a logic 1 clock pulse for 
the DP DCH REQ flip-flop. The set terminal of the flip-flop, 
drives anopencciiector inverter, which when the flip-flop is 
in the set state will place a logic 0 on the DCHR bus line to 
the Processor. Thelogic 1 output from the DP DCH SEL flip- 
flop also provides one of the enabling inputs for the DCHP IN 
gate, with the other input enable provided by the output from 
an inverter driven by the DCHP IN I/O bus signal. If the Con- 
troller has issued a Data Channel request (DP DCH REQ flip- 
flop is set) tothe Processor and it receives both a Data Chan- 
nel Priority (by an input logic 0 DCHP IN signal) and a Data 
Channel Acknowledge (by an input logic 0 DCHA signal); the 
consequence of all three logic requirements being present is 
to set the DP DCH SEL (Data Channel Select) flip-flop. Set- 
ting this flip-flop indicates the Controller has been selected 
fora DataChannel transfer. Thus, the logic 1 set output from 
the DP DCH SEL flip-flop simultaneously releases four func- 
tional Data Channel gates for operation. The output from one 
gate so released is then dependent on whether a logic 1 READ 
signalis presentor not. The output from the gate drives the 
DCHMO I/O bus linetothe Processor and will place a logic 0 
signal on this line if READ is present. This low signal in- 
forms the Processor that the Data Channel operation is a 
Data Channel operationis a Data Channel In, and will there- 
by cause the Processor to generate a DCHI signal to transfer 
the assembled data from the Controller to the Processor. 
However, since the operation under discussion is a WRITE, 
the READ line into this gate will be at a logic 0 level allow- 
ing the gate to continue to hold the DCHMO line to the logic] 
level. This high signal informs the Processor that the Data 
Channel operation is a Data Channel Out, and will thereby 
cause the Processor to generate a DCHO signal to transfer 
word data fromthe Processor to the Controller. The second 
and third gates released by the set condition of the DP DCH 
SEL flip-flop are the receiving gates for the DCHI and DCHO 
gates, which when the appropriate bus signal arrives will pro- 
duce the respective DP DCHI signal (and DP DCHI through an 
inverter) or aDP DCHO signal (and DP DCHO through an in- 
verter). 











Data General Corporation (DGC) has prepared this 
manual for use by DGC personnel and customers as a 
guide to the proper installation, operation, and main- 
tenance of DGC equipment and software. The drawings 


and specifications contained herein are the property of 
DGC and shall neither be reproduced in whole or in part 
without DGC’s prior written approval nor be implied to 
grant any license to make, use, or sell equipment manu- 
factured in accordance herewith. 





The fourth Data Channel gate released by the DPDCH SEL 
flip-flop has two other logic 1 signal requirements; the logic 
1 output from the AND gate monitoring the set output of DP 
DCH REQ flip-flop and the DCHP IN priority line, and the DP 
DCHA linefrom the bus receiver gate. All three logic 1 sig- 
nal present will enable the fourth gate, thereby producing a 
logic 0 CLR FLAG signal. CLR FLAG as a logic 0 performs 
several important functions one of whichis to drive a (low in- 
put) OR gate to place alogic 0 on the EN CA line (to the Reg- 
isters section). The logic 0 on the EN CA line also drives 
another OR gate (inthe I/O section) to place a logic 1 on the 
EN line (to the Registers section). EN CA as a logic 0 signal 
together with EN as a logic 1 enable the Contents of the Core 
Address register to be placed on the I/O DATAO thru DATA 
15 lines. This data defines (in the case of a WRITE operation) 
the core memory address location the contents of which are 
to be transferred to the Controller and subsequently recorded 
on the disk. Thelogic 1 EN signalis a common enable for the 
3 channel 16 bit Multiplexer. The logic 0 EN CA signal to- 
gether with the fact that a DP DCHI signal is not present 
(DCHI, as mentioned above, is transmitted from the Proces- 
sor only if DCHMO defines a READ operation, therefore since 
this is a WRITE operation DCHI will not be issued) produces 
an SO, S1 configuration causing the Multiplexer to place the 
contents of the Core Address register, CAO thru CA15, onto 
theinputs of the 16 open collector bus gates. The logic 0 EN 
CA signal also drives an OR gate, the output of which re- 
leases an inhibit level onthe open collector bus gates, there - 
by placing the data on the I/O bus lines DATAO thru DATAI5. 
The Multiplexer input control signals and the outputs pro- 
duced by them are summarized in Table 4-1 below. 


Table 4-1. 3 Channel Multiplexer Control Signals 





CONTROL SIGNALS MULTIPLEXER 
EN DP DCHI 2ND REQ(0) EN CA OUTPUT 
1 0 X 1 0 
1 1 1 1 DSO -DS15 
1 1 0 1 DS16-DS32 
1 0 Xx 0 CAO -CA16 


X = Don't Care Condition 





The other important function of the logic 0 CLR FLAG 
signal is to toggle the REQ1 and 2nd REQ flip-flops, and to 
reset the DP Flag flip-flop when the second data word is re- 
ceived from the Processor. To digress for a moment, the 
parallel to serial, serial to parallel Control shift register is 
32 bits long, and thus requires two Processor (16 bit) words 
to become filled. The logic responsible for monitoring each 
transfer in the form of two computer word groups is shown 
inthe I/O section of Figure 4-1 as the DP Flag logic. (This 
logic consists of the above mentioned DP Flag, REQ1, and 
2nd REQ flip-flops.) When the Controller is initialized all 
three flip-flops are placedin the reset state by a CLEAR sig- 
nal, and as mentioned earlier, the WRITE and START A- 
DAPTER (1) signal placed the DP Flag flip-flop in the set 
state. The outputs of the 2nd REQ flip-flop alternately en- 
able either a CLK A gateor aCLK Bgate, when the DP DCHO 
signaloccurs and since at this time the flip-flop is in the re- 
set state (due to CLEAR initialization), the CLK A will be en- 
abled when the DP DCHO signal occurs (derived from the 
Processor's DCHO I/O bus signal. 

Under these conditions the first CLR FLAG signal gen- 
erated will set the REQ1 flip-flop while leaving the 2nd REQ 
flip-flop undisturbed. When the Processor has retrieved the 
first 16 bit word from the (CA register) specified memory 
location and placed it on I/O bus lines DATAO thru DATA15, 
it will also transmit a DCHO pulse to signal the data is ready 
on the bus. The DCHO signal causes the series combination 
of a receiver gate and an inverter to produce a logic 1 DP 
DCHO signal, which in turn will enable the CLK A gate to 
place a logic 0on its output signal line to the Timing section. 
The logic 0 CLK A signal enables an OR gate in this section 
to produce aCLK DSA logic 0 signal. CLK DSA, in turn, as 
alogic 0 signalis used in the Registers section to enable the 
most significant half of the Data Storage register to be loaded 
with the data word from the Processor. The I/O data word 
present on input lines DATAO thru DATA15 is routed in paral- 
lel to the Data Storage register through the series combina- 
tion of the 16 buffer inverters followed by the 2 channel 32 bit 
Multiplexer. The Multiplexer is used for both the writing and 
reading data paths andis controlled by a READ signal, which 
inthe logic 0 state switches the Multiplexer to provide a path 
for the SHIFT 0 through SHIFT 32 inputs. However, since 
this is a WRITE operation the Multiplexer provides two du- 
plicate 16 bit paths to the 32 bit Data Storage register, one 
16 bit path to the most significant half of the register, the 
other path to the least significant half. Thus CLK DSA loads 
DATAO thru DATA15 into DSO thruDS15, while alternate sig- 
nal CLK DSB loads the data present on DATAO thru DATA15 
(when CLK DSB occurs upon receipt of the second computer 
word) into DS16 thru DS32. The DP DCHO signal (comple- 
ment of the DP DCHO used to generate the CLK A signal de- 
scribed above) is used todrive anOR gate the output of which 
places a logic 0 on the INC CA line. This signal is used to 
increment the Core Address register in preparation for the 
Processor's DCHA signal which will be senton the next Pro- 
cessor Data Channel break. 

Since the DP DCH REQ flip-flop (I/O section) is still set 
after DSO thru DS15 (Registers section) becomes loaded, the 
DCHR request will remain on the line and the DP DCH SEL 
flip-flop will also remain set when the Processor responds 
with the next DCHA acknowledgement. The next Processor 
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DCHA signal will produce the EN CA and EN signals for read- 
ing the (updated) Core Address register out to the Processor ex- 
actly as described previously. This DCHA will also generate 
another CLR FLAG signal, which will clock the 2nd REQ flip- 
flop to the set state (due to the logic 1 placed on its D input by 
the set output from the REQ1 flip-flop) while clocking the REQ1 
flip-flop to the reset state. (REQ1 toggles on this and all 
subsequent CLR FLAG signals.) Due to the fact that REQ1 
was inthe set state whenthis particular CLR FLAG occurred, 
CLR FLAG will be able to enable an AND gate which in turn 
will provide a logic 1 enable for an OR gate driving the reset 
input of the DP Flagflip-flop. Thus, the second CLR FLAG, 
occurring with REQI1 in the set state will reset the DP Flag 
flip-flop. At this time the set terminal of the DP Flag flip- 
flop will place a logic 0 on the DP FLAG (1) line to the D in- 
puts of the DP DCH REQ and Data Late flip-flops. The next 
RQENB bus signal will thus clock the DP DCH REQ flip-flop 
tothe reset state, removing the logic 0 signal fromthe DCHR 
bus lines. Resetting the DP DCH REQ flip-flop also causes 
the gate driving the D input of the DP DCH SEL flip-flop to 
place a logic 0 on the line to the D input. Thus, the leading 
edge of the next bus DCHA will reset the DP DCH SEL flip- 
flop. It should be noted this DCHA can be generated (by the 
Processor) as a result of any other Data Channel device re- 
questing service, and since DCHA is approximately 600 nano- 
seconds wide the leading edge of the DCHA (to some other 
peripheral Data Channel device) will have cleared the DP DCH 
SEL flip-flop to the reset state, and removed the Control's 
DCHM6O signal from this bus line well in advance of the Pro- 
cessor reading the state DCHMO line to determine direction 
of data transfer. If no other Data Channel devices beside the 
single 4046 Controller are present inthe Processor peripheral 
configuration, the DP DCH SEL flip-flop will remain set. 

To return to the discussion, it was mentioned previously 
that the CLR FLAG signal also clocked the 2nd REQ flip-flop 
to the set state. This state will allow the subsequent DP DC 
HO signal to producea CLK B signal, which in turn will pro- 
duce a CLK DSB signal. This signal will load the least sig- 
nificant half of the Data Storage register (DS16 thru DS32) with 
the data present onI/O bus lines DATAO thru DATA15 (via the 
16 buffer inverters and the 2 channel 32 bit Multiplexer). It 
is noted that the next CLR FLAG (first DCHA of the next trans- 
fer) will switch the 2nd REQ flip-flop to the reset state. Thus, 
the CLK A gate will be enabled when the first DCHO (of the 
next transfer) arrives. 

The logic 1 DP FLAG (1) signal from the DP Flag flip- 
flop is applied to the D input of the Data Late flip-flop. The 
clock input of the Data Late flip-flop is under control of a gate 
monitoring SHIFT DONE and the reset terminal of the (Data 
Late) flip-flop itself. If the Processor fails to complete the 
transfer of both words (and clear DP Flag) before a 32 bit 








_ shifting cycle is completed; the end of the 32 bit shifting cycle, 


denoted by alogic 1 SHIFT DONE signal, will enable the gate 
and set the Data Late flip-flop. This state of the Data Late 
flip-flop sets the Stop flip-flop and forces a XFER DONE 
which in turn results in termination of the operation. 

To summarize at this point in the discussion, the Data 
Storage register is loaded with datato be written on the disk. 
The outputs from this register, DSO thru DS32, are automat- 
ically loaded into the 32 bit shift register by the combined 
presence of logic 0 LOAD signal together witha logic 0 WRITE 
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signal. LOADis at the logic 0 level whenever the Bit Counter 

(count of 32) of the I/O section is reset or cleared. Mean- 
while, the Adapter logic would be comparing the address data 

in the Control's Sector register with the sector address data 

from the Disk Drive unit as a means of locating the selected 
sector the data is to be written into. Once the proper disk 

sector is located, the Adapter logic will set the Write Enable 
flip-flop in its Write logic section, which in turn enables the 
WRITE GATE line driver while turning ontheSTATE I-STATE 

III counter (which functions as a write clock). The details 

concerning the logical operation of the Write logic section of 

the Adapter Interface are presented in paragraph 4-3. 2 and 
hence only the generalities of the Adapter operations will be 
discussed here. The Adapter logic generates the DATA 

STROBE and BIT COUNT signals which are transmitted across 

the interface to the Controller. DATA STROBE, generated in 
the Adapter at STATE I time, produces (in the I/O section) a 
CLK SHIFT signal, whichis used to shift the 32 bit shift reg- 
ister (Registers section). BIT COUNT generated in the A- 
dapter at STATE III time drives the Bit Counter in the I/O 
sectionof theControl. The general relationship of these sig- 
nals may be stated as follows: TheSTATE I timing signal used 
to write the Clock pulse onthe disk. STATE I (or Clock writ- 
ing time) also produces the DATA STROBE signal which (is 
sent across the interface to the Control's I/O section where 
it) produces a signal (CLK SHIFT) used to shift the next bit of 
the 32 bit shift register to the DATA terminal. The 32 bit 
shift register is shifted at STATE I time in preparation for 
writing (across the interface) the bit (in the most significant 
position of the register) onto the disk at STATE III time. AT 
STATE III time the Adapter Write logic section writes the bit 
onthe disk, and increments the Bit Counter (in the I/O section 
of the Control) via the BIT COUNT interface line. Each bit 
written onthe disk is also XORed (by a special algorithm) in- 
to the Checkword register in the Adapter logic to form the 16 
bit checkword, which written on the disk as the last sector 
data word. The checkword is formed during any (write or 
read) data transfer operation. Each Checkword formed dur- 
ing a read operation is checked against the Checkword written 
on the disk to validate the transfer. The operation of the 

Checkword logic is detailed in paragraph 4-3. 2. 

After 32 bits have been shifted out, the Bit Counter upon 
reaching a count of 32 willallow a logic 1 SHIFT DONE signal 
to be generated. SHIFT DONE clocks the Data Late and DP 
Flag flip-flops, and since the DP Busy flip-flop is still set, 
the DP Flag flip-flop will be set (due to the logic 1 held on its 
Dinput by DP BUSY (1)). Settingthe DP Flag flip-flop in turn 
places a logic 1 on the DP FLAG (1) line to the D input of the 
DP DCH REQ, sothat the next RQENB signal from the Proces- 
sor (via the I/O bus) will set the DP DCH REQ flip-flop and 
place a logic 0 signal on the DCHR line, requesting the next 
two computer data words. All of the previous Data Channel 
logic operations described above are repeated until such time 
as the Word Counter (driven by the overflow from the Bit 
Counter) overflows and produces anINC SC (Increment Sector 
Counter) signal. 

The Word Counter is unique in that it performs two func- 
tions; counts number of words written into a Sector, counts 
number of words of Format data written on one track during 
special control operations used (to format the disk prior to 
recording) in Disk Pack systems. (Formattingis not re- 
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quired for Disk Cartridge systems.) The word counter is a 
basic binary counter which monitors the number of words 
written into each sector. Bit 9 of the counter (binary = 256) 
is connected into an AND gate whichalso requires a logic 1on 
the FORMAT line (indicating that this is nota Formatting op- 
eration) andalogic 1 onthe CLK SHIFT line. (Counter test- 
ing is done by CLK SHIFT as CLK SHIFT is derived from 
DATA STROBE. DATA STROBE in turn is generated in the 
Adapter at STATE I time, which is the time the Clock pulse 
is written on the disk track. Therefore, the logic monitor- 
ing the outputs from the Bit and Word counters is checked 
during thetime the Clock pulse is being written on the disk. ) 
All three signals (256, FORMAT, and CLK SHIFT) present in 
the logic 1 state will enable the gate, which in turn will place 
a logic 0 on the INC SC line. The logic 0 INC SC signal al- 
so drives an inverter the output of which places a logic 1 on 
the INC SC line. The logic 0 on the INC SC line also drives 
the Sector and Sector Count registers (I/O section) to in- 
crement both registers simultaneously. (The Sector Count 
register is loaded prior to the start of the operation with the 
2's complement of the total number of consecutive sectors to 
be written or read.) The logic 1 INC SC signal provides an 
input trigger transition for the Advance Head logic of the 
Timing section. The one shot of this logic section provides 
a 4 microsecond cycle, and generates a logic 0 CLEAR C 
pulse, which provides a common clear for both the Bit and 
Word Counters (of the I/O section) inpreparation for writing 
or reading the next sector. The one shot also generates a 
logic 1 CLEARC pulse, which in the WRITE mode enables 
gating logic, and thereby resets the DP DCH REQ and the DP 
Flag flip-flops. Thus, upon reaching the end of the current 
sector the Data Channel transfer request control logic is 
cleared in preparation for writing. Though digressive, the 
CLEAR P signal (generated by the 4 microsecond one shot) 
will be discussed briefly here. CLEAR P is produced by a 
differentiating network driven by the CLEAR C terminal of 
the one shot. CLEAR P is used to pulse the set output gate 
associated with the Stop flip-flop, and if Stop is set generate 
a DONE pulse forOR gate driving the XFER DONE line to the 
Adapter. Thus, if Stop becomes set (either normally by the 
Sector Count register overflowing during a Read/Write opera- 
tion, orabnormally by DATA LATE (1)) at the endof the cur- 
rent sector the differentiated CLEAR P signal will be able to 
pulse the DONE line. XFER DONE sets the Stop flip-flop in 
the Adapter logic. To return to the discussion of the INC 
HEAD gates the logic 1 INC SC signal produced by these gates 
is also transmitted to the Write logic section of the Adapter 
logic interface, where it is used to enable an OR gate which 
provides a direct-reset for the Data EN flip-flop. Thus, 
DATA STROBE and BIT COUNT pulses will be inhibited un- 
til the preamble of the next sector is written. At that time 
the Data EN flip-flop will be set and lift the inhibit from the 
DATA STROBE and BIT COUNT interface gates, so that the 
first SHIFT DONE after the Preamble will set the DP Flag 
(assuming the Busy flip-flop is still set) and initiate another 
Data Channel request (via the DP DCH REQ flip-flop). 

When all sectors on one particular track have been written 
either the next head (within the same cylinder) must be se- 
lected or the current write operation must be terminated in 
order to Seek a new cylinder (or track) location. The Con- 
troller is designed to operate with Disk Drive units with either 
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6 sector or 12 sector recording media. Disk Cartridge sys- 
tems are exclusively 12 sector devices, whereas Disk Pack 
systems may be either, i.e., Data General Disk Drive type 
4057A is 212 sector device, whereas Data General Disk Drive 
type 4048A is a 6 sectordevice. The INC HEAD gates shown 
inthe Timing section have three input signal requirements to 
generate a logic 0 INC HEAD signal. One of the inputs S4 

represents the third most significant bit of the Sector (Binary) 
register, andrepresents abinary count of four. The second 

inputis jumper selected between the S82 orS8 inputs also from 

the Sector register. Jumper W7 is inserted to connect S2 for 

a 6 sector disk (binary 4 plus binary 2=count of 6). Jumper 
W8 is inserted to connect S8 for a 12 sector disk (binary 4 
plus binary 8=count of 12). When the appropriate count is 
present, along with a logic 0 ADV HD signal (from the Ad- 
vance Head logic) will produce an INC HD (and INC HEAD 
through inverter) signal. The logic 0 INC HEAD signal is 
used within the Controller to perform two functions; incre- 
ments the Head register in the I/O section and triggers the 
"Reset Sector" one shot in the Timing section. The RESET 
S (1) pulse from this one shot clears out the Sector register 
inthe I/O section. Thelogic 1 INC HD signal is transmitted 

to the Adapter where it implements the head control logic. 

The Adapter head control logic is discussed in paragraph 

4-3, 2. 

The transfer operation is ended when SC8, the most sig- 
nificant bit of the Sector Count register, completes a 1 to 0 
transition indicating the register has overflowed. Therefore, 
the (2's complement of the) specified number of sectors have 
been written (or read). This 1 to 0 transition causes an in- 
verter clocking the Stop flip-flop to produce a 0 to 1 transi- 
tion, which sets the Stop flip-flop. (The D input of the Stop 
flip-flop is held to a logic 1 throughout the Read or Write op- 
eration by the RD-WR output from an OR gate that is enabled 
by either a WRITE or READ command mode decode signal. ) 
The differentiated CLEAR P signal derived from the 4 micro- 
second one shot in the Advance Head logic pulses the gate con- 
ditioned by the set output from the Stop flip-flop, and gen- 
erates a DONE pulse DONE enables an OR gate which in turn 
places alogic 0onthe XFER DONE line to the Adapter logic. 
XFER DONE, in conjunction with a RD/WR(1) signal to in- 
dicate a readorwrite operationis present, sets the Stop flip- 
flop in the Adapter logic. The Adapter Stop flip-flop per- 
forms several functions; the logic 0 (reset terminal) output is 
ANDed with the next cycle of the ''Sector Pulse" one shot to 
generate trigger the 70 microsecond one shot, enables the D 
input of the Adapt Done flip-flop with a logic 1 STOP (1) sig- 
nal (from its set terminal). After the 70 microsecond one 
shot finishes its cycle it triggers the Read Delay one shot, 
and the trailing edge of the Read Delay cycle clocks the Adapt 
Done flip-flop (via the RD DLY(0) line) to the set state. The 
Adapt Done flip-flop issues CLEAR signals within the Adapter 
which reinitializes the Adapter logic sections. The Adapt 
Done flip-flop will also place a logic 1 on the ADAPT DONE 
(1) line to the Timing section of the Controller. ADA PT 
DONE(1) enables a gate (since the ADAPTER SEL signal is 
also present at this gate throughout the execution of the spec- 
ified operation) to generate a 0 to 1 transition for the clock 
input of the DP Done flip-flop of the I/O section (via the RD/ 

WR DONE line). Since the logic 1 set output from the Busy 
flip-flop has been held on the D input of the Done flip-flop, 
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this transition onthe RD/WR DONE line will set the Done flip- 
flop. When Done sets it produces alogic 1 signal which auto- 
matically clocks Busy to the reset state. These last two op- 
erations conclude the transfer operation. 

The Format function mentioned previously will be de- 
scribed briefly here as a basic prerequisite to condition a new 
Disk Pack recording media for operation in the system. The 
Format function is applicable only to Disk Pack Drive units and 
is selected by placing alinbit 2 of the accumulator specified 
by the DATOC I/O instruction. This bit (DATA2) is subse- 
quently stored into one stage of a register which also holds 
the Unit Code data (D0 and D1). The output signal from this 
stage, FORMAT, is alogic 1 when the stage has been set and 
implements an expanded AND gate to monitor the Word Counter 
outputs. Two jumpers, W9and W10, areassociated with one 
of the inputs to the expanded AND gate for selecting the for- 
matting word density for either a high density or low density 
disk. These jumpers are installed at the factory and W9 is 
installed for a high density disk and W10 installed for a low 
density disk. The binary count ANDed with W9 in position is 
as follows: 

W10= 1024 + 512 + 256 + 64 (depending on Read or Write) = 
approx. 1700 words 

W 9 = 1024 + 512 + 2048 + 64 (depending on Read or Write) = 
approx. 3600 words 

It should be noted here that the entire Format operation is 
performed under the control and execution of a Processor 
program written specifically by Data General for this task. 


4-2.2 Read Operations 


Most of the logical operations described in the previous 
paragraph are applicable to READ command operations. In 
fact the same sequence of exampleI/Oinstructions discussed 
inthe previous paragraph may be assumed again for this dis- 
cussion with the exception that the command mode bits 6 and 
7 of the accumulator (selected by the DATOA instruction) will 
be set to a 00 configuration for a READ command function. 
The loading of the Core Address register and Start I/O bus 
functions may be assumed to occur exactly as described ear- 
lier. The READ logic 0 command signal will be decoded in 
both the Controller and the Adapter logic (instead of the WRITE 
signal) andenable all of those associated read logic functions. 
All of the functions relating to setting the Start flip-flop and 
generation of the START ADAPTER and CONTROL1I signals 
are thesame, except for theDP Flag flip-flop and the RD/WR 
flip-flop inthe Adapter logic. During a READ operation both 
the DP Flagand DP DCH REQ flip-flops remain reset until 32 
bits of data have been read from the disk. Thus, START A- 
DAPTER will not be able to set the DP Flag flip-flop during 
aREADoperation. The RD/WR flip-flop in the Adapter logic 
is set during a READ operation by the combination of the READ 
and CONTROL! signals. 

The sector address. search-compare operations in the A- 
dapter logic are the same as described for the WRITE opera- 
tion. When SECTOR EQUAL does occur it triggers a 70 mi- 
crosecond one shot which in turn enables the Read logic sec- 
tion of the Adapter logic to set the Read Gate flip-flop, plac- 
ing a logic 0 enabling signal on the READ GATE line to the 
Disk Drive unit. Enabling this line allows the electronics of 
the Disk Drive to start sending READ DATA and READ CLOCK 
signals back to the Adapter logic. READ CLOCK signals back 
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to the Adapter logic. READ CLOCK signals set up the Read 
logic section of the Adapter sothatupon detection of the logic 
1 syne bit (written on the disk at the end of the Preamble) it 
places a logic 1 on the XFER SEC (1) line to Data Strobe-Bit 
Count sections of Adapter logic. Each input READ CLOCK 
signal generates a RD CLK which in turn triggers a one shot 
chain (in the Read logic section of the Adapter) which pro- 
duces (after a 200 nanosecond delay) a STROBE(1) signal. 
XFER SEC(1) is gated with RD CLK to ultimately produce a 
BIT COUNT signal for the Control. XFER SEC(1) is also gated 
withSTROBE(1) to ultimately produce a DATA STROBE signal 
for the Control, and as mentioned previously DATA STROBE 
produces CLK SHIFT for the 32 bit shift register (Registers 
section). Hence, once the Read logic section of the Adapter 
issues XFER SEC(1) the Controller will begin to receive BIT 
COUNT and DATA STROBE signals. The information line 
from the Read logic section carrying disk read data is identi- 
fied as the READ DATA line and after crossing the interface 
is terminated at the (least significant stage) input of the 32 bit 
shift register. Thus, the effect of all three signals from the 
Adapter logic, load the LSBof the shift register, step the Bit 
Counter, and shift the Shift register. 

When the Bit Counter reaches a count of 32, the Bit Shift 
Monitor gates will produce a SHIFT DONE logic 1 signal, which 
(since the DP Busy flip-flop is set, i.e., DP BUSY(1) = logic 
1) will set the DP Flag flip-flop. SHIFT DONE also (with 
READ present as a logic 1) triggers the ''Read Done" one shot 
(in the Timing section of the Controller) the output of which 
enables a pair of parallel OR gates to produce the (logic 0) 
CLK DSA and CLK DSB signals. Referencing the Registers 
section of Figure 4-1 inthe READ mode, the parallel outputs 
of the 32 bit shift storage register are fed back around to the 
inputs of the 2 channel 32 bit Multiplexer, which (with a logic 
0 on the READ line controlling the Multiplexer switch selec- 
tion) will apply the shift storage output data to the inputs of 
the 32 bit DataStorage register. This data is actually loaded 
into all 32 bits of the DataStorage register (after 32 bits have 
been stored in the shift register) by CLK DSA and CLK DSB. 

Itwas mentioned above that the logic 1 SHIFT DONE sig- 
nalalso set the DP Flagflip-flop. From the set state the DP 
Flag flip-flop will place a logic 1 onthe D input of the DP DCH 
REQ flip-flop (via the DP FLAG(1) line), so that the next RQ 
ENB I/O bus signal to occur will enable an inverter, the out- 
put of which will clock the DP DCH REQ flip-flop to the set 
state. Setting the DP DCH REQ flip-flop produces an output 
logic 0 DCHR bus signal tothe Processor, and enables (if the 
DCHP IN priority is present) the D input of the DP DCH SEL 
flip-flop. The line enabling the D input of the DP DCH SEL 
flip-flop also provides one of the inputs for the CLR FLAG 
gate. Thus, thenext DCHA I/O bus signal to arrive will pro- 
duce DP DCHA which will clock the DP DCH SEL flip-flop to 
the set state. As described in paragraph 4-2.1, setting the 
DP DCH SEL flip-flop enables three functional Data Channel 
gates within the Controller. One of these gates controls the 
DCHM6O I/O bus line and under the conditions of a READ op- 
eration will place a logic 0 onthislinetothe Processor. This 
logic signal indicates that the transfer is from the Controller 
tothe Processor. TheDP DCHA also enables the CLR FLAG 
which in turn generates the EN CA and EN signals. EN CA 
and EN, as described in paragraph 4-2.1, gate the contents 
of the Core Address register out to the I/O Data bus lines. 
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CLR FLAG also will clock REQ 1 to the set state (assuming 
both REQ 1 and 2nd REQ are in the reset state at the start of 
the READ operation).The Processor after receiving the Core Ad- 
dress data and the logic 0onthe DCHMO line will place (since 
DCHMO0 defines the transfer as from device to Processor) a 
logic 1 onthe DCHI I/O bus line. DCHI produces, in turn both 
aDP DCHI logic 1 signal and a DP DCHI logic 0 SIGNAL. DP 
DCHI as a logic 0 enables an OR gate to produce a logic 0 INC 
CA signal used to increment the Core Address register. DP 
DCHI also (through an OR gate) removes the operational in- 
hibit from the 16 open collector gates driving the I/O Data 
lines DATAO thru DATA15. Thelogic 1 DP DCHI and the fact 
the 2nd REQ flip-flop is in the reset state (2nd REQ (0) = logic 
1) allows the Multiplexer Select Control gates (intheRegisters 
section of the Control) to encode theS0, S1 Multiplexer select 
lines such that the DSO thru DS15 outputs from the Data Storage 
register are placed on the inputs to the 16 open collector (bus 
driver) gates. (It was mentioned above that the Data Storage 
register was loaded previously with data from the Shift Stor- 
age register by the CLK DSA and CLK DSB signals derived 
from theSHIFT DONE signal.) The relative signal configura- 
tions onthe DP DCHI and 2nd REQ lines which allow the Mul- 
tiplexer to select either the DSO-DS15 outputs or the DS16- 
DS32 outputs for final transmission back to the Processor 
(via the DATAO thru DATAI5 lines are listed in Table 4-1. 

Since, as described in paragraph 4-2.1, two 16 bit com- 
puter words define one Data Channel transfer operation, the 
DP DCH REQ flip-flop will remain set, holding the DCHR sig- 
nalonthe bus to the Processor. The next DCHA will produce 
another CLR FLAG which will reset the REQ1 and DP Flag 
flip-flops, and sets the 2nd REQ flip-flop. As listed in Table 
4-1 the set state of 2nd REQ (2nd REQ(0) = logic 0) will gate 
out the data on the DS16-DS32 lines to the I/O Data bus upon 
receipt of the Processor DCHI signal. Clearing the DP Flag 
flip-flop will reset the DP DCH REQ flip-flop when the next 
RQENB signal is received, removing the logic 0 signal from 
the DCHR bus lines. (The next subsequent Bus DCHA will 
clear the Controller DP DCH SEL flip-flop as mentioned in 
paragraph 4-2. 1.) 

The data reading, shifting and Data Channel transfer con- 
tinue in this manner, with the Sector and Head register in- 
crementing performed exactly as described in paragraph 
4-2.1. The READ operation is normally terminated in the 
same manner described in paragraph 4-2.1, i.e., the Sector 
Count register overflow sets the DP Stop, which in turn sets 
the Stop flip-flop in the Adapter, subsequently producing an 
ADAPT DONE signal. TheADAPT DONE signal is transmit- 
ted from the Adapter to the Controller to generate a RD/WR 
DONE, which sets the DP Done flip-flop of the Controller. 





4-3 4047 & 4049 ADAPTER UNIT FUNCTIONAL DESCRIP- 
TION 

As mentioned previously, descriptions pertaining to the 
4047 Adapter are also applicable to the 4049 Adapter, except 
where noted differently. Therefore all reference and func- 
tional descriptions under this paragraph are applicable to both 
the 4047 and 4049 Adapters, and each reference below to the 
"4047 Adapter" includes the 4049 Adapter. The Adapter logic 
is made up ofa collage of interface and control logic elements, 
and since the Adapter is functionally located between the 4046 
Controller and the Disk Drive, signals from both equipments 
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are routed through the Adapter. (Reference drawings 
001-000142 and 001-000143) of the print set. The 
Adapter consists of three major functional sections; the 
4047 PlugInterface (and Back Panel printed circuit as- 


sembly), the Power Supply section, and the 4047 Logic - 


Interface. A line drawing showing the components 
mounted on the 4047 Adapter Plug Interface and Back 
Panel Assembly appears in Figure 4-2. 


4-3.1 4047 Plug Interface and Back Panel 
(Reference drawing 001-000142 while reviewing this dis- 


cussion.) Three plugs are mounted on the back panel of the 
4047 Adapter, two ofwhich are formedof fixed pins bonded to 
the printed circuit etch of the panel. These two connectors 
are designated A and B respectively and terminate signal ca- 
bles from one ortwo computers. The cable to each computer 
connects to a connector mounted in the rear of the computer 
which has been wired to the slot of the multiple printed circuit 
connector (within the computer) designated for the location of 
the 4046 Controller assembly. It is suggested that in single 
computer configurations the computer cable be connected to 
the B computer plug which is etch marked on the back panel 
as P2. (Computer connector A is etch marked on the back 
panel as P3.) The signals from the A and B computer plugs 
are multiplexed (U3 throughU5, U8, U9, and U11) from con- 
nectors P2 and P3. 

The multiplexer IC packages along with the Controller as- 
sembly selector logic IC's are mounted on the 4047 Plug In- 
terface PCB. The signals from the A (P3) and B (P2) com- 
puter plugs are multiplexed by U3 through U5, U8, U9, and 
U11, the outputs of which are etch wired up to connector J4. 
Connector J4 isa100pin edge type connector for printed cir- 
cuit boards and is wired to receive the Adapter logic board. 
Signals transferred between the Adapter logic board and the 
Disk Drive are routed via the wiring from connector J4 to con- 
nector Pl. Thetopsection of connector Plas shownon draw- 
ing 001-000142, sheet 1, accommodates signals from the Disk 
Drive (ATTEN1, WR PROT IND, etc.) whereas the bottom 
section of connector Pl accommodates signals to the Disk 
Drive. 

The 4047 Adapter is capable of being operated by either of 
two Moving Head Disk Controller assemblies and contains 
logic used to alternately select either Control for operation. 
A pair of flip-flops SEL A and SEL B, and a ring-around 
(Johnson type) counter are used to implement the selection 
mechanism. The counter is driven by the Adapter logic clock 
at a 5.75 MHz rate and provides a progressive sequence of 
four pulses. (Seethe A or B Control logic section on Figure 
4-1.) The leading edge of the second pulse of any sequence 
is used toclock theSEL A flip-flop, whereas the leading edge 
of the fourth pulse of any sequence clocks theSEL B flip-flop. 
A START A signal must be present at the D input of the SEL 
A flip-flop before itcan become set by the edge of the second 
counter pulse. Likewise a START B signal must be present 
at the D input of the SEL B flip-flop before it can become set 
by the edge of the fourth counter pulse. The START A and 
START B signals originate in their respective Control As- 
semblies simply as START signals and are polarized as 
START AorSTART B bytheir connection to the A or B com- 
puter plug mounted in the rear of the Adapter. 

Each START signal is produced in its respective Control 
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assembly whenever the Start flip-flop (Timing Section) be- 
comes set by a DP START pulse (for a Read/Write operation) 
or by aDP IOP pulse (for aSeek operation). The ring-around 
counter working in conjunction with the two flip-flops (SEL A 

and SEL B)guarantees that only one flip-flop will become set 
at any one time. Setting either flip-flop causes gating logic 
to place a logic 0 on the FREE line. One of the functions of 
this line is to enable or disable the clock signal input gate to 
the counter, andinthe 0 state it disables the clock input gate. 

Therefore as soon as eitherSEL flip-flop is set, the counter 
is stopped by disabling the clock signal input gate. 

The 1 to 0 transition of the FREE line also triggers a 6 
second one shot which after it times out, triggers a 1.6 mi- 
crosecond one shot which drives a gate to generate a logic 0 
CLRSEL signal. This signal clears both the SEL A and SEL 
Bone shot simultaneously. This function prevents the adapter 
from becoming hung up if the selected Control assembly ex- 
periences some sort of operational malfunction. 

An ADAPT DONE (1) signal from Adapt Done flip-flop of 
the Adapter logic is normally produced when the Read/Write 
transfer is completed (and the Stop flip-flop is set), ADAPT 
DONE (1) enables an OR gate which in turn drives the direct 
reset input of the 6 secondone shot, immediately clearing the 
one shot. Resetting the 6 second one shot triggers the 1.6 mi- 
crosecond one shot, which clears the SEL A and SEL B flip- 
flops and raises the FREE line, thereby allowing the counter 
to resume operation. The Adapt Done flip-flop canbe set im- 
mediately by a HALT signal resulting from detection of an 
EOC, AD + UNSF, CKWD error condition or during a PWR 
CLR. The same PWR CLR signal also enables the OR gate 
producing CLR SEL which resets both the SEL A and SEL B 
flip-flops. 

It is pointed out here that a SEEK operation causes the 
Start flip-flop to be set by a DP IOP pulse. (See the Timing 
Control section of Figure 4-1.) This in turn will select the 
Control originating the START (as directed by the state of the 
ring-counter. The endof the SEEK does not deselect the se- 
lected Control. The Control will remain selected for subse- 
quent SEEK operations until either a XFER DONE of a RD/ 
WR (Read/Write) operation is completed andanADAPT DONE 
(1) is generated, or the 6 second one shot times out. Either 
event will clear the Selected flip-flop (SEL A or SEL B) and 
FREE the counter, thereby implementingthe mechanism for 
selecting the alternate Control. If the alternate Control has 
noSTART signal present, it will not be selected and the coun- 
ter will remain FREE to be driven by clock pulses, thereby 
allowing the originally selected Control tobe reselected again 
later on inthe course of the counter sequence (ifitis Started). 


4-3.2 4047 Logic Interface 
(Reference drawing 001-000143 while reviewing this dis- 


cussion.) Assuming most transfer operations are initially 
begun with a SEEK command, the SEEK command signal is 
decoded from the states of the CM1 and CM2 command lines 
and enables control logic within the interface. The command 
lines CM1 and CM2 are also decoded within the Control as- 
sembly, and enables the CYL, HD+ DIR, DIFF, and CON- 
TROL2 signals to be generated. The logic 0 CYL signal is 
transmitted from the Control to the CY1 Setup one shot of the 
4047 Logic Interface, where it functions as a low level trig- 
ger for the one shot. The trailing edge of this one shot in 
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Figure 4-2. 4047 Adapter Plug Interface and Back Panel 
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turn triggers the TAG one shot. Thetrailing edge of the TAG 
one shot, in turn sets the Track Address Strobe (TAS) flip- 
flop. The reset output from the TAG one shot enables (dur- 
ing its cycle) the track address data present on BUS lines 0 
through 7 to be gated into the Track Address register. (See 
the Unit and Track Address-Sector Equal and Command logic 
of Figure 4-1.) 

It will be noted that if this was a RECAL (Recalibrate is 
a command to position the heads over track Address 000) op- 
eration, the decoded RECAL signal is also gated into the 
Track Address register as a RESTORE bit. Setting this bit 
causes the Disk Drive logic to ignore the rest of the data in 
the Track Address register and zero position the heads. 

To return to the discussion of the SEEK operation, signal 
TAG (1) loads the Track Address register from the BUS lines. 
After the TAG one shot times out, the TAS flip-flop becomes 
set and enables an inverter to send a logic 0 TRACK ADD 
STROBE to the Disk Drive. This signal informs the Disk 
Drive logic that the track address signals are present and 
settled on the eight TA lines (TAI, TA2, TA4, TA8, TAI6, 
TA32, TA64, TA128). The Disk Drive logic requires that 
Track Address data be present on the TA lines for quite a 
long period while it performs the differential addressing cal- 
culations. Whenthe Disk Drive logic finishes its calculations 
it responds by transmitting a logic 0 ADD ACK signal back to 
the Adapter interface logic. ADD ACK enables an OR gating 
configuration, whichinturndirectly resets the TAS flip-flop. 
A pair of series one shots are provided to make sure the TAS 
flip-flop is reset aftera nominal (set) interval. The first one 
shot is 80 microseconds in duration and is triggered by the 
set transition of the TAS flip-flop. The trailing edge of the 
first one shot triggers the second one shot which in turn pro- 
duces a logic 1 CLR TAS (1) signal to reset the TAS flip-flop. 

The seek operation is completed by a signal onthe ATTEN 
line from the selected Disk Drive unit. (The unitis selected 
by the code appearing on the D1 and DO lines, which is de- 
coded in the logic interface to select one of four possible 
Units.) The ATTEN lines from the four drive units are la- 
beled ATTEN1 through ATTEN 4 as transmitted from the 
drive units and pass through the Adapter (via connectors P1, 
P2, and P3). However, these lines terminate in the Timing 
Section of the Control assembly as ATTENO through ATTEN3, 
with the ATTEN1 line relabeled as ATTENO, ATTEN2 re- 
labeled as ATTEN1, ATTENS relabeled as ATTEN2, and 
ATTEN4 relabeled as ATTEN3. This minor change in sig- 
nal wire nomenclature was required to expand the versatility 
of the 4046 Control Assembly interms of operating with other 
Adapters and Disk Drive units. The appropriate ATTEN sig- 
nal sets its associated SEEK DONE flip-flop in the Control 
assembly, which in turn will produce a computer interrupt 
(providing interrupts are not disabled). 

The timing for Read/Write operations is shown on Fig- 
ure 4-3. Operations (read or write) start in the 4047 logic 
upon receipt of the READ or WRITE (CM1 and CM2 codes) 
and CONTROL! signals from the Control Assembly. Toorder 
the discussion, a description of the 4047 logic during a Write 
operation will be presented first, and be followed by a de- 
scription of a Read operation. 

The presence of the WRITE and CONTROL signals will 
set the RD/WR flip-flop. The outputs of this flip-flop are 


used throughout the 4047 logic as primary control signals, 
Setting RD/WR removes the direct reset being held on the Sec 
Equal flip-flop by an OR gate. This allows sector sensing to 
become operational. (It is assumed that the heads were po- 
sitioned over the addressed track during the seek operation. 
TheSector address signals fromthe Control assembly are ex- 
clusive OR'ed with the SA (Sector Address) signals from the 
Disk Drive. A SECTOR PULSE is transmitted from the Disk 
Drive as a Signal that the next sector is about to pass under 
the selectedhead. ThisSECTOR PULSE triggers a one shot, 
the trailing edge of which sets the Sec Equal flip-flop (if the 
specified sector address is equal to the actual sector address). 
When the Sec Equal flip-flop becomes Set it generates a 0 to 
1 transition which triggers a 70 microsecond delay one shot, 
(Setting the Sec Equal flip-flop also causes its reset terminal 
to place alogic 0on theSEC EQUAL (1) line, which clears the 
Checkword register and the checkword bit counter in prepara- 
tion for the transfer of sector data.) The trailing edge of the 
70 microsecond one shot triggers the 60 microsecond Read 
Delay one shot. Read Delay is triggered for both Write or 
Read operations, andis basically part of the Sector Equal tim- 
ing chain. Read Delay provides control signals used in other 
sections of the 4047 logic. 

The trailing edge of the 70 microsecond one shot also trig- 
gers the Write Enable (WREN) flip-flop with a logic 0 signal 
present at the inverter controlling the D input of the WREN 
flip-flop. (See the Write Logic section of Figure 4-1.) The 
logic 0 output from the reset terminal of the WREN flip-flop 
turns on and AND gate being driven by the 5.75 MHz Adapter 
clock signal (5.75 MHz). The output from this gate drives a 
two stage ring-around counter which provides a sequence of 
10, 11, 01, and 00. The01 state of the counter enables a gate 
to produce a STATE III signal, whereas the 10 state of the 
counter enables a pair of gates to produce a STATE I signal. 
This form of switching (STATE I, STATE III) is usedin Write 
timing because of the low noise properties inherent in this 
type ofcounter. The STATE I signal essentially writes the 
Clock pulse on the disk track. The STATE II signal writes 
the Data onthe Disk track. Since STATE I and STATE IT are 
each separated by two other counter states (namely 11 and 00) 
normal operation will write a Clock, then write the Data, write 
the Clock, write the Data etc. 

Another important function of the WREN flip-flop (in the 
set state) is to produce a logic 0 WRITE GATE signal for the 
Disk Driveunit. This signal turns onthe WRITE (GATE) cur- 
rent amplifiers in the Disk drive unit electronics. This signal 
in conjunction with theWRITE DATA & CLOCK line performs 
the actual data recording. 

At this point inthe discussion, the WREN flip-flop is set, 
the STATE I - STATE III ring-around counter is operating, 
and the WRITE GATE signalis present. Referencingthe tim- 
ing diagram, the next stop in the Write operation is to write 
the Sector Preamble, the writing of which lasts for 130 mi- 
croseconds, and consists ofa continuous string of zeroes con- 
cluded by a single 1 bit. This function is performed by a 130 
microsecond delay one shot, followed by two flip-flops con- 
nectedin series. The130 microsecond one shot is triggered 
by the output from an AND gate, which is enabled by logic 1 
READ DLY (1), STOP (0), andWRITE signals. This function- 
ally indicates the Read Delay one shotis cycling, the Stop flip- 
flop has not been set, (thus, the selected sector is present), 
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2. Write and erase gate turned on together - 70 microseconds 
after SM (N). 
3. Start writing preamble concurrent with write and erase gate. 
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After a head select or the 
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seconds for read amplifier 
recovery; this maybe wholly 
or partly over-lapped with 
other delays. 


Figure 4-3. Data Format 
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and a WRITE operation has been commanded. During 
the cycling period of the 130 microsecond one shot, the 


Data Enable flip-flop (inthe initialized reset state) in- 
hibits the gating path for the Computer data (COMP 
DATA) signals from the connector (pin B70) to the 
WRITE DATA & CLOCK output. Therefore, for 130 
microseconds zeroes will be written at STATE III time 
(with Clocks still being written at STATE I time). 

The trailing edge of the 130 microsecond delay one 
shot sets an'"'Endof Preamble" latch flip-flop. (This 
flip-flop's D input is enabled by a logic 1 WRITE sig- 
nal.) The logic 1 set output from this flip-flop in turn 
set enablesthe D input of the Sync Bit flip-flop, which 
will then set on the next STATE I signal generated. 
The function of the ''End of Preamble" latch flip-flop 
(positioned between the 130 microsecond one shot and 
the Sync Bit flip-flop) is to hold a logic 1 on the D in- 
put of the Sync Bit flip-flop until STATE I occurs. 
When Sync Bit sets, it enables anOR gate which auto - 
matically resets the ''End of Preamble" latch flip- 
flop. The logic 0 from the reset terminal of the Sync 
Bit flip-flop enables the WRITE DATA (OR) gate (a 
logic 1 WRITE DATA signal) is AND'ed with a logic 1 
STATE II signal. Bothsignals present will enable the 
NAND gate, which in turn will drive the output from 
the WRITE DATA & CLOCK (OR) gate to a logic 0, 
writing the 1 on the End of the Preamble. 

As mentioned above the "End of Preamble" latch 
flip-flop is cleared whenthe Sync Bit flip-flop became 
set. This causes a logic 0 to be placed on the D input 
of the Sync Bit flip-flop, hence on the next CLOCK I 
(which naturally follows in the Counter sequence two 
counts after the CLOCK III count which write Sync Bit 
onto the Disk) the Sync Bit flip-flop will be reset. The 
reset terminal of the Sync Bit flip-flop then provides 
a0 to 1 transition which sets the Data Enable flip-flop 
(with the D input of the flip-flop set enabled by a logic 
1 WRITE signal present). At this time Data Enable 
provides alogic 0 from its reset terminal which func - 
tions as one of the enable inputs for the COMP DATA 
gate. The other logic 0 enable input is provided by 
signals onthe DATA (COMP DATA inthe Adapter log - 
ic) line from the Control Assembly. The output from 
this gate is a logic 0 when the gate is in the enabled 
state, and drives the output of the WRITE DATA (OR) 
gateto alogicl. Thissignal, as mentioned previous - 
ly, is gated with a logic 1 STATE [II signal to pro- 
duce a logic 0 WRITE DATA & CLOCK signal (to the 
Disk unit electronics) towrite alontheDisk. There- 
fore at this time, and for subsequent STATE III sig- 
nals, the state of the WRITE DATA & CLOCK line is 
under the control ofthe COMP DATA input line. Need- 
lessto say, the other OR function for the WRITE DA- 
TA & CLOCK gate, the STATE I function will con- 
tinue to write Clock pulses (at STATE I time). Asum- 
mary of the events from setting the Sync Bit flip-flop 
is as follows; 








a) STATE III writes single 1 bit on End of Pre- 
amble. 

b) STATE I clears Sync Bit flip-flop and writes 
Clock. 
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| STATE III writes Data. 
d) STATE I writes Clock. 


e) STATE III writes Data. 
f) steps d and e continue for remainder of data 
record. 


One additional timing consideration is the genera - 
tion and function of the DATA STROBE and BIT COUNT 
signals. Bothof these signals are primarily functional 
within the Control Assembly, where they are used to 
synchronize the transfer of data between the Control 
Assembly and the Adapter. DATA STROBE shifts the 
Shift Register in the Control Assembly, and BIT COUNT 
increments the Bit Counter in the Control Assembly. 
These signals are produced initially in the 4047logic 
when the Data Enable flip-flop becomes set. STATE I 
is gated with DATA EN (1) to generate aDATA STROBE 
signal. STATE III is gated with DATA EN (1) to gen- 
erate a BIT COUNT signal. (These signals pass thru 
additional gating which switch the signals to the input 
lines of either Control Assembly A or B depending on 
which is selected by the Adapter.) Therefore, STATE 
I produces a DATA STROBE signal which shifts the 
next bit of the Control Assembly shift register to the 
DATAterminal. Thisisdoneat STATE I time inprep- 
aration for writing the bit at STATE IIItime. At STATE 
III time two operations occur, the bit is written on the 
Disk and the Bit Counter is incremented. During a 
write operation when the Bit Counter inthe Control As- 
sembly reaches a count of 32 it sets a Flag which in 
turn (if Data Channel Request are enabled) produces a 
Data Channel Request for the next two (16 bit) words 
from the computer. 

In addition to producing BIT COUNT, STATE II 
and DATA EN (1X that is the logic 0 output of their AND 
gate) enables an OR gate to produce a logic 1 STROBE 
CC (Strobe Check Character) signal. (See the Check- 
word -Data Strobe -Bit Count logic of Figure 4-1.) This 
signal shifts the Check Character generator used to 
form the checkword by XORing the state of BIT 15 (of 
the Checkword register with state of the input bit (as 
indicated bythe state of the WRITE DATA LINE) to de- 
termine the least significant Checkword bit. The state 
of Bit 15 is also XORed with the state of Bit 8 to de- 
termine the state of the bit to be loaded into Checkword 
9. Whenthe Control Assembly finishes writing data in 
the present sector it transmits an INC SC (Increment 
Sector Count). This signal is inverted and gated with 
a logic 0 RD/WR (1) signal from the reset terminal of 
the RD/WR flip-flop (in the set state). Both signals 
present enable a gate to produce a direct set for the 
CC (Check Character) State flip-flop. The logic 1 set 
output from this flip-flop enables the D input of the CC 
(Check Character) EN (Enable) flip-flop, which will be- 
come set on the next STATE I signal generated. Set- 
ting the CC EN flip-flop provides one of the require - 
ments for a gate driven by STATE I. The output of 

this gate (at STATE I time) provides a logic 0 enable 
for the STROBE CC (OR) gate. Hence, each STATE I 
pulse will generate a STROBE CC shift pulse for the 
Checkword generator as long as the CC EN flip-flop is 


set. The serial output from the Checkword 
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register is appliedtoa gate for ANDing with CC STATE 
(1) (from the CC State flip-flop) signal and a STATE II 
signal. The output of this gate drives the CHKCH line 
to the WRITE DATA (OR) gate. Therefore at STATE 
III time Bit 15 of the Checkword register will be writ - 
ten on the Disk, and at STATE I time a STROBE CC 
pulse will be generated to shift the Checkword register. 
The logic 0 output from the CC EN (1) and STATE I 
gate also generates a CLK COUNT signal (in addition 
to the STROBE CC pulse). The CLK COUNT signal 
drives anOR gate, the output of which drives a binary 
counter. When the counter reaches a count of 16 (as 
signified by bit 8 of the counter producing a1 to 0 tran- 
sition) itenables an inverter to generate a 0 to 1 tran- 
sition at the Cinput of the CC State flip-flop. Since the 
D input of this flip-flop is grounded, this 0 to 1 tran- 
sition on the C input clears the (CC State) flip-flop. 
Resetting the CC State flip-flop in turn places a logic 
0 on the D input of the CC EN flip-flop, allowing the 
next STATE I pulse generated to reset the CC EN flip- 
flop. When the CC State flip-flop becomes reset the 
set terminal willalso place a logic 0 on the CC STATE 
(1) line to inhibit the CHKCH gate. To summarize the 
Checkword writing function: 

a) The Checkword register is shifted at STATE I 
time. 

b) Each Checkword bit is written on the Disk at 
STATE IDI time. 

c) Checkword writing is terminated automatically 
after 16 bits have been written. 


The following will review the functions of a Read 
operation. (See the Read logic section of Figure 4-1). 
READ and CONTROLI set the RD/WR flip-flop. The 
Sector Equal function and the 70 microsecond and 60 
microsecond one shots function as previously described 
for the Write operation. Thetrailing edge of the Read 
Delay one shot triggers the Read Gate flip-flop which 
is set enabled by a logic 1 signal READ signal held on 
its D input. Setting this flip-flop produces a logic 0 
READ GATE signal for the Disk Drive unit electronics 
READ GATE enables the Read Clock and Read Data 
outputs within the Disk Drive unit. READ CLOCK is 
transmitted from the Disk Drive as a logic 0 signal, 
and after termination in the 4047 logic is inverted to 
place alogic lonthe RD CLK line. RD CLKperforms 
several functions, one of which triggers a 200 nano- 
second one shot. This one shot performs two func - 
tions, the first of which clears out a Read Data latch 
flip-flop. The second function occurs on the trailing 
edge of the one shot timing cycle and triggers the 
Strobe one shot. The Strobe one shot is used to gen- 
erate a DATA STROBE pulse for the Control Assem - 
bly (after the XFER SEC flip-flop becomes set). The 
same trailingedge triggers a 15 microsecond one 
shot, which in turn times out and sets the RD SYNC 
flip-flop. RD SYNC enables agate driven by RD CLK, 
the output of which clocks the XFER SEC flip-flop. 
XFER SEC cannot become set until the first data bit 
is received (as indicated by a logic 1 READ DATA 
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signal). Since_the data is written at a different time 
than the clock READ CLOCK pulses are used to clock 
the Read Data flip-flop. As mentioned previously the 
200 nanosecond one shot triggered by RD CLK cleared 
out the Read Data latch. After the one shot has timed 
out, and upon receipt of a logic 0 READ DATA signal 
a RD DATA logic 0 signal is generated as a direct set 
for the Read Data latch. The logic 1 output from this 
latch enables the D input of the Read Data flip-flop. 
The next RD CLK clocks the flip-flop and (if the latch 
was set previously) sets the Read Data flip-flop. The 
200 nanosecond one shot is also recycled at this time 
(by RD CLK) and clears out the Read Data latch. How- 
ever, the Read Data flip-flop cannot be reset until the 
next RDCLK. Hence, if between READ CLOCK pulses 
another READ DATA signal occurs, the Read Data latch 
will be set again, and the Read Data flip-flop will re- 
main set. Figure 4-4 is a sample timing diagram of 
the READ DATA, READ CLOCK functions. To sum- 
marize: adata bit must occur between two clock pulses, 
andonce occurring requires two subsequentc lock 
pulses to clear from the logic. If another data bit oc - 
curs before the second subsequent clock, the clearing 
of the logic is deffered to the next two subsequent clock 
pulses. This logic configuration (considering of the 
READ DATA, READ CLOCK gates, the 200 nanosecond 
one shot, the Strobe one shot, the Read Data latch, and 
the Read Data flip-flop) can be quickly checked during 
any troubleshooting procedures by reading all 1's off 
of the Disk. An input data train consisting of all 1's 
will cause the Read Data flip-flop to remain set, hence 
the output READ DATA line to the Control Assembly 
will beheld to a constant logic 1 level for the duration 
of the 1's transfer. 

The first data bit to be received (in this case the 1 
written on the end of the Preamble) allows the XFER 
SEC flip-flop to be set. Setting this flip-flop clears 
out the RD SYNC flip-flop and sets up one of the en- 
abling condition for a pair of gates, one of which is 
driven by RD CLK and the other driven by STROBE 
(1) (from the Strobe one shot). The gate driven by 
STROBE (1) generates a DATA STROBE which shifts 
the Control Assembly 32 Bit Shift register. The gate 
driven by RD CLK generates a BIT COUNT. There- 
fore since STROBE occurs after RD CLK (200 nano- 
seconds later) the read timing is such that a BIT COUNT 
is given first to increment the Bit Counter in the Con- 
troller Assembly, then a DATA STROBE is produced 
to shift the 32 Bit Shift register. The set terminal of 
the Read Data flip-flop drives the READ DATA line to 
the Controller Assembly 32 Bit Shift register input. 

The Checkword is formed in the same manner 
(XOR Bit 15 with the input data bit, XOR Bit 8 with 
Bit 15) during the Read operation as during the Write 
Operation. Inthe case ofa Read operation, (enabling) 
signal READ is gated with the READ DATA signals to 
drive the Checkword input XOR gate. The Checkword 
register shift pulse, STROBE CC, is generated (while 
the Checkword is being formed, i.e. Read Data is in 
the process of being received) by the output from the 
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same (STROBE (1) and XFER SEC (1)) gate producing 
the DATA STROBE pulse. Thus, a STROBE CC pulse 
is generated each time a DATA STROBE pulse is pro- 
duced. When a complete sector has been Read from 
the Disk an INC SC is transmitted from the Controller 
Assembly, and this signal together with the enabling 
RD/WR (1) signal (from the RD/WR flip-flop) sets up 
the CC State flip-flop, thereby enabling the CC EN flip- 
flop to be set by the next STROBE (1) signal from the 
(RD CLK) Strobe one shot. 

At the conclusion of the sector transfer duringa 
Read operation, the Checkword assembledin the 
Checkword register during the data transfer is com- 
pared with the Checkword written on the Disk. Each 
input Checkword bit from the Disk is compared with the 
corresponding bit of the Checkword register, and mon- 
itored bythe CKWD (Error) flip-flop. The logic mech- 
anism for shifting out the Checkword register is de- 
rived from a NAND gate which is enabled by the RD 
CLK, READ, and CC EN (1) signals. The output from 
this gate, STROBE CLK, performs two functions; 
drives the STROBE CC (OR) gate and increments the 
Checkword bit counter. Therefore, each RD CLK (with 
the CC EN flip-flop set) generates a STROBE CLK to 
shift the Checkword register and increment the Check- 
word bit counter. READ DATA signals (from the Read 
Data flip-flop) are XOR gated with the state of bit 15 of 
the Checkword register. Theoutput from the XOR gate 
controls the D input of the CKWD (Error) flip-flop. 
The clock input of the flip-flop is controlled by selec - 
tive gating of the following signals: a feedback signal 
fromthe set output terminal of the CKWD (Error) flip- 
flop, CC EN (1) and STROBE (1). These signals re- 
quire that the CKWD (Error) flip-flop be in the reset 
state, that the CC EN flip-flop be in the set state, and 
that the (RD CLK) strobe one shotis cycling. If a dif- 
ference between the state of the bit in the Checkword 
register and the state of the corresponding input (READ 
DATA) bit is detected by the XOR gate the D input of 
the CKWD flip-flop will be set enabled so that 200 nano - 
seconds after the next RD CLK, the Strobe one shot 
will fire and clock the CKWD (Error) flip-flop to the 
set state. The CKWD (Error) flip-flop remaining in. 
the reset state verifies equality between the Check- 
word formed during the Read operation and the Check - 
word formed and written on the Disk during the Write 
operation. This verification validates the data trans - 
fer. 

Three flip-flops are included in the 4047 logic for 
monitoring the Head incrementing and End of Cylinder 
(EOC) conditions. The Disk Drive unit designed to op- 
erate with the 4047 logic interface has two heads, the 
selection of which is monitored by the Head flip-flop. 
(See the A or B Control Select-Head Select -Adapter 
Done logic of Figure 4-1.) Whenthe Head flip-flop is 
reset one head is selected, when the Head flip-flop is 
set the other head is selected. The output from the 
set terminal of the Head flip-flop controls an inverter 
driving the HD SEL lineto the Disk drive electronics. 
Thus when the Head flip-flop is set, the HD SEL line 
is at the logic 0 level, selecting the upper head or 
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head 1. Whenthe Head flip-flop is reset, the HD SEL 

line is at the logic 1 level, selecting the lower head or 
head 0. An attempt to increment beyond the 1 head 
will produce an EOC condition, and an error status. 

The Head flip-flop's Dinput is controlled bythe signals 
onthe BUS7 line from the Controller Assembly, hence 
head 0 or 1 may be selected directly (with increment - 
ing permitted only from the 0 head selection). The INC 
HD signal from the Controller Assembly is stored in a 
flip-flop which in turn will direct set the Head flip-flop, 

if the Head flip-flop is currently inthe reset state, and 
the Read Delay one shotis cycling. As mentioned pre - 
viously setting the Head flip-flop switches the level on 
the output HD SEL line to the Disk Drive unit. Setting 
the Head flip-flop also places a logic 1 on the D input 
of the EOC flip-flop.. Under these conditions another 
INC HD signal from the Controller Assembly will set 
the EOC flip-flop thereby establishing the error con- 
dition. EOC, in addition to being transmitted to the 

Controller Assembly, from the logic 1 state, enables 
the Halt OR gate to produce a logic 0 HALT signal. 

This signal provides a direct set for the Adapt Done 
flip-flop, which immediately informs the Controller 
Assemblythat the Adapter is done (via the ADAPT 
DONE (1) line). The Halt OR gate can be driven by 
either of two other possible error conditions, AD + 

UNSF and CKWD, or by a PWR CLR (Power Clear) 
signal. Either condition occurring will produce a HALT 
signal to set the Adapt Done flip-flop. 

The Adapt Done flip-flop is normally set at the con- 
clusion of a transfer operation as defined by the Con- 
troller Assembly, and indicated by the state of the X 
FER DONE line. XFER DONE is generated by the Con- 
troller Assembly after data from_aspecified number of 
sectors has been transferred. XFER DONE and RD/ 
WR (1) both present at the logic 0 level will enable a 
gate to direct set the Stop flip-flop. The logic 0 from 
the reset terminal of the Stop flip-flop is gated with the 
logic 0 from the Sector Pulse one shot, which is cycled 
onthe next sector markafter the Stop flip-flop became 
set. This synchronizesthe endof the transfer opera- 
tion with the sector mark. Both logic 0 signals pres- 
ent enables agate to trigger a 70 microsecondone shot. 
The trailing edge of the 70 microsecond one shot inturn 
triggers the 60 microsecond Read Delay one shot. 
Read Delay cycles and produces a 0 to 1 transition of 
the READ DLY (0) line at the end of its cycle. This 
trailing edge function performs two operations; clocks 
the Adapter Done flip-flop to the set state (assuming 
the Stop flip-flop is set), and clocks the Stop flip-flop 
to the reset state. Hence, an ADAPT DONE (1) sig- 
nal is produced, and the Stop flip-flop is cleared in 
preparation for the next transfer or seek operation. 

The Stop flip-flop is also cleared by an a logic 0 
ADAPT DONE (1) signal when the Adapter Done flip- 
flop becomes set. This function is included to make 
sure the Stop flip-flop is cleared inthe event a Check- 
word error occurs. A Checkworderror (or any other 
error producing a HALT signal) immediately sets the 
Adapter Done flip-flop. Adapter Done FREE's the A- 
dapter (SEL A and SEL B) select ring-around counter 
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allowing it to select the alternate Adapter, thereby de- 
selecting the present Disk Drive unit. Underthese con- 
ditions the next sector mark used totrigger the 70 mi- 
crosecond one shot (and subsequently the 60 microsec - 
ond and Read Delay one shot) will not be sensed by the 
Adapter logic, and as a consequence the Stop flip-flop 
will not be clocked to the reset state (by the trailing 
of READ DLYO). ADAPT DONE (1) prevents this from 
occurring during a Checkword error condition by im- 
mediately clearing the Stop flip-flop via its direct re- 
set terminal. 

Two error indicator signals from the Disk Drive 
unit electronics are terminated and gate isolated from 
their logical functions in the 4047 logic and the 4046 
Controller Assembly. One error indicator is the SEEK 
INC, which produces an SEK (Seek error) signals for 
the 4046 Controller Assembly. This signal is sensed 
as part of the input status word. The other error in- 
dicator is WRITE CHECK which produces an AD + UN 
SF signal. AD + UNSF is used both in the 4046 Con- 
troller Assembly and the 4047 logic. WRITE CHECK 
at the logical 0 level indicates the presence of certain 
conditions, within the Disk Drive unit, that are likely 
to interfer with the recording of valid data on the Disk. 
Therefore AD + UNSF is used to produce (via the 
HALT gate) an immediate ADAPT DONE (1) ending the 
present transfer operation. SEEK INC (Seek Incom- 
plete) onthe other hand is not catastrophic but indicates 
the Seek was not completed. The SEEK INC state is 
cleared when a (Programmed) RESTORE command is 
issued. 


4-4 4047 DISK POWER SUPPLY FUNCTIONAL DE- 
SCRIPTION 


The reader should reference drawing 001-000186 
bound into the print set when reviewing the descriptions 
presented in this paragraph. Source power for the 
power supply may be either standard 117 VAC lines or 
220 VAC lines regulated to +20%, and capable of sup- 
plying 230W. The power supply output voltages and 
maximum currents are listed in Table 4-2 below. 


The power supply is composed of five separate, 
functional parts, +30 VNR @ 15 amp generation, +30 
volt @ 4 amp generation, +5 volt regulator, +15 volt 
regulator, -15 volt regulator and associated circuitry. 


Table 4-2. Power Supply Outputs 


Voltage MAX Current 
+ 15v(+ HV) 8 Amperes 
-15v(-HV) 4 Amperes 
+5v 3 Amperes 
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Primary Use Remarks 

Disk Drive short-circuit & 

DC Power over -voltage protected 
Disk Drive short-circuit protected 
IC logic short-circuit & 


over -voltage protected 


The power supply is composed of five separate, 
functional parts, + 30 VNR @ 15 amp generation, +30 
volt @ 4 amp generation, +5 volt regulator, +15 volt 
regulator, -15 volt regulator and associated circuitry. 
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4-4.1 +430 VNR @ 15 amps Generation 

+30 VNR @ 15 Amps is a filtered non-regulated 
voltage which is used bythe +15 volt and +5 volt regu- 
lators. 
tween + 32 volt and + 35.5 volts depending upon the load. 
The two transformer primaries are wired in parallel 
for 117 VAC operation, and in series for 220 VAC op- 
eration. The fan is always wired in parallel with the 
BLK-BRN primary, causing it to be effectively wired 
into an autotransformer during 220 VAC operation. 
4-4.2 +5 Volt Regulator 

A self-oscillating, switching regulator is used to 
generate the +5 volt output. (A simplified diagram of 
the regulator appears in Figure 4-5 below.) The op- 
eration of thistype ofregulator is described briefly in 
the following discussions. Areference voltage is com - 
pared with the output voltage. If the output voltage is 
less thenthe reference voltage, a series passtransis- 
tor drives. an LC filter. Whenthe passtransistor turns 
on, the output voltage of the filter rises linearly until 
the output voltage equals the reference voltage. At this 
point the passtransistor isturnedoff. The fieldacross 
the inductor nowreverses, allowing the inductor to re- 
cover through the commutating diode. The output cur- 
rent is now drawn from the energy stored in the LC 
filter. When the output voltage falls below the refer - 
ence voltage, the cycle repeats. The output voltage 
will be sawtooth waveform, centered around the nom- 
inal output voltage. 


Reference 
Voltage O 


At nominal line voltages, +30 VNRwill be be-: 


+V 


The +5 volt regulator consists of chip U2 and its 
associatedcircuitry. U2 contains circuits which gen- 
erate a reference voltage, a voltage comparator, and 
disable circuits used by the short-circuit protection 
circuits. The reference voltage at pin 6, nominally 
7.15 volts, is divided down to 5 volts andapplied to one 
input of the comparator atpin5. The output voltage is 
brought directly to the other side at pin 4. When the 
output voltage is less than 5.2 volts approximately, pin 
11 will drop to + 6 volts, turning both the predriver, 
GE D43C5, andthe passtransistor, TIP36, on. When 
the output voltage reaches 5.4 volts, the voltage at pin 
11 switches to approximately + 30 VNR, turning both 
transistors off. The difference in switching points is 
due to the hysteresis added by returning the collector 
of the TIP36 througha 220K resistor to pin5. The fre- 
quency of oscillation will vary with load. As the load 
increases, the frequency increases, reaching a maxi- 
mum of about 25 KHz at full load. 


Over -voltage protection is provided by an SCR 2N 
4441. When + 5 volts rises above approximately 7.5 
volts the SCR turns on, blowing the 15 ampere fuse 
which removes + 30 VNR from the regulator. 


Short circuit protection is provided by R19, CR4, 
and C7 whichare connected between pins 2 and 3of U2. 
The comparator circuit (A723) requires the voltage at 
Pin 3 to always be higher than at Pin 2. When the out- 
put is at the pz 5volt level pin 3 is higher (voltagewise) 
than pin 2 bythe forward drop of diode CR4. If the+5 
volt output becomes shorted to ground, then pin 3 for 
that instant will be at or close to ground. Pin 2 on the 
other hand, will be at an approximate + 0.5 volt level 
due to the series divider network composed of Zener 
diode VR3, and resistors R18 and R19. This causes 
the comparator to opencircuit the output voltage. Ca- 
pacitor C7 is incorporated (in parallel with CR4) to pro- 
vide dampening for any high frequency surges that may 
appear on the + 5 volt output lines. 


O Output Voltage 


Figure 4- 5. +5 Volt Regulator Functional Diagram 
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4-4.3 + 15 Volt Regulator The wires used to connect the power supply output 

voltage terminals (located near the rear edge of the 

The + 15 volt regulator differs from the + 5 volt power supply PCB assembly) with the Adapter Plug 

regulator in only one respect. The output voltage, and Logic Interface sections are identified and de- 
rather than the reference voltage is divided down, be- scribed in Chapter 5 of this manual. 


fore being applied to the voltage comparator. The short 
circuit protection and the over-voltage protection is 
the same as described forthe + 5 volt regulator as both 
regulators are powered bythe + 30 VNR@ 15 ampline, 
andincorporate similar circuitry between pins 2 and 3 
of the comparator. 


4-4.4 + 30 Volt @ 4 amps Generation 


The + 30 volt @ 4 amps source is a filtered non- 
regulated voltage used exclusively by the - 15 volt reg- 
lator. At nominal line voltages the rectifier and filter 
output will also be between + 32 and + 35.5 volts de- 
pending on the loadconditions. A 4 amp fast blow fuse 
provides protection between the filter output and the 
- 15 volt regulator. 


4-4.5 -15 Volt Regulator 


The main difference between the -15 volt regulator 
and the other two regulators isthat the output from the 
regulator filter (L1 and C10) is grounded with the -15 
line taken from the normal ground bus of the circuit 
(pin 7 of the comparator). This output connection and 
the separate 30 volt rectifier -filter source are the only 
differences between the + 15 volt regulator and the - 
15 volt regulator. It is noted that the - 15 volt regu- 
lator is not overvoltage protected by the 2N441 SCR 
circuit. Zener diode VR4, resistors R4, R3, diode 
CR3, and capacitor C2 are connected between the + 
30 volt (4 amp) source and pins 2 and 3 of comparator 
U1 (and ground) to provide short circuit protection in 
the exact same manner described for the + 5 volt cir- 
cuit. 


4-4.6 Power Low Monitor Signal Generation 


Transistor Q6 monitors the level on the + 30 VNR 
line to determine when a power failure is in process. 
The output from this transistor controls the POWER 
LOW line to the Adapter Plug and Logic Interface. The 
+ 30 VNR line is monitored by VR2 whichhasanom- 
inal 24 volt Zener characteristic @ 5.2 milliamperes). 
Thus, as long as + 30 VNRremains at or above Zener 
level the voltage drop across R28 will be sufficient to 
keep Q6 in saturation, thereby holding the POWER LOW 
line to 0 volts. Once the Zener extinguishes Q6 will 
cease conduction and allow the POWER LOW line to 
swing to the + 5 volt levelor logic 1 level. This level 
causes the Adapter logic to initiate a string of clear- 
ing functions. POWER LOW also produces a direct - 
set for the ADAPT Done flip-flop, which in turn im- 
plements logic to immediately set the DP Done flip -flop 
within the Controller. 
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SECTION V 


MAINTENANCE 


5-1 GENERAL 


The Diagnostic test programs supplied by Data 
General are bi-functional from a maintenance point of 
view, inthat they are used both to verify that the Disk 
installation is completely operational, while they may 
also be used for fault isolation. Preventative main- 
tenance scheduling of the Disk diagnostic tests depend 
on the operation schedules established bythe user and 
will vary from installation to installation. The 4046 
Control assembly and 4047 or 4049 Adapter unit re- 
quire no preventative maintenance suchas periodic ad- 
justmentsor lubrication. However, a general periodic 
inspection should be giventhe system IO and power ca- 
bles for fraying or wear. Checkall plugs and connec - 
tors for being properly seated in their respective con- 
nection locations. Checkthe cooling fan inthe Adapter 
unit periodically for proper unobstructed operation. 
Maintenance Procedures for the 4047A or 4047B Disk 
Drive unit are presented in Manual No. D3140-171 ship - 
ped with eachunit under separate cover. Thus, the re- 
maining descriptions and procedures of this Chapter 
are applicable only to the 4046 Controller Assembly 
and the 4047 or 4049 Adapter unit. 


5-2 SPECIAL TOOLS AND TEST EQUIPMENT 
The following is a list of special tools and test e- 
quipment recommended for servicing the 4046 Control 
PCB Assembly and the 4047 or 4049 Adapter unit. 
MULTIMETER 
OSCILLOSCOPE 
LONG LEAD PROBES 
EXTENDER BOARD 
WIRE WRAP TOOL 
(24 GAUGE) 


IC TEST CLIP 


SOLDERING IRON 
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SIMPSON MODEL 260 
OR EQUIVALENT, 


TEKTRONIX 453 
OR EQUIVALENT 


TEKTRONIX P6010-10X 
OR EQUIVALENT 


DGC 107-000007 -02 


GARDNER DENVER 
Model 14AX2 
OR EQUIVALENT 


MANUFACTURED BY A. P. INC. 
Plainesville, Ohio 


WELLER ISOLATED 
Model W-TCP 
OR EQUIVALENT 


5-3 DIAGNOSTIC PROGRAMS 


The Disk Diagnostics are individual programs 
which together test all logical operations ofa Disk in- 
stallation. Individually the programs test various log- 
ic areas of the 4046 Controller and the Adapter Inter - 
face Logic. The majority of the diagnostic routines 
are capable of diagnosing malfunctions down to the log- 
ic level and provide a means of measuring the per- 
formance of the system on a repeatable basis. Copies 
of diagnostic tapes as well as individual program doc ~ 
umentation are part of the software package delivered 
with each Disk Cartridge system. Individual program 
documentation provides informationas to operating 
procedures, error interpretation; console switch set - 
tings and logical areas tested. Certain diagnostics 
may be scheduled as part of daily and weekly preven- 
tive maintenance routines. 
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DIAGNOSTIC PROGRAMS 


PROGRAM DESCRIPTION 

Disk Diagnostic The Diagnostic program examines the 
(See DG Document states of specific functional logic sections 
097-000039 for other within the 4046 Disk Controller on a gate 
details and restrictions. ) by gate basis. The program requires a 


Nova or Supernova Processor, a 4046 

Disk Controller, a 4047 or 4049 Disk 
Adapter, 1 to 4 Disk Drive units, and a 
Teletype (and Teletype Control). The pro- 
gram assumes that the Disk Drive units 
are all operating properly. Special Op- 
erating functions are provided by the pro- 
gram through assignment of special 
Starting Addresses and Console Switch 


settings. 
Disk Reliability Test The Moving Head Disk Reliability program 
(See DG Document tests and exercises the 4046 Disk Control- 
097-000038 for other ler and from 1 to 4 Disk Drive units. The 
details and restrictions. ) program requires the same equipment con- 


figuration identified above for the Diagnos- 
tic program. The program is designed to 
be compatible with a Disk Drive configura- 
tion shared between two computers. In this 
particular configuration the Reliability 
program could be run simultaneously in 
both computers. The Disk Reliability 

test writes and reads various data patterns 
(e.g., Zeroes, Ones, Random) on the disk. 
The program also performs several ad- 
dress tests along with other sector read- 
ing and writing tests. Special operating 
functions are provided by the program 
through assignment of special Starting 
Addresses. The program features a Com- 
mand String Interpreter (Starting Address 
4058) which may be used as a trouble 
shooting tool. 
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5-4 TROUBLE SHOOTING PHILOSOPHY 


Effective trouble shooting is accomplished in a 
minimum oftime by followinga series of logical steps. 
The ultimate aim is to effectively pinpoint the actual 
problem using all information available. Locating the 
malfunction is then the next step. The following is a 
suggested plan for effective casualty analysis: 


a) Investigation - record the state of the equip- 
ment on error occurrence. Look for obvious symp- 
toms including operator error, loose plugs or con- 
nectors, blown fuses, etc. 


b) Isolation - through the use of diagnostic pro- 
grams or console trouble shooting techniques attempt 
to isolate the malfunction to a particular board, i.e 
Disk Controller PCB or Disk Adapter logic PCB, or 
the Disk Drive unit itself. 


c) Component Isolation - Isolate the faulty com- 
ponent using an oscilloscope and the diagnostic pro- 
grams. Selecting the correct oscilloscope external 
sync is of importance at this point. 


d) Replace the faulty component and retest by run- 
ning the diagnostic that originally failed. 


e) Record for future reference, the symptoms, 
cause, unique trouble shooting method /s used to iso- 
late the malfunction. 


5-5 ADAPTER POWER SUPPLY CHECKOUT 


The sequence of checks below should be performed 
to verify that the Adapter power supply is operational 
after a power malfunction and before ac power is re- 
applied tothe supply. Paragraph 5-5.2 lists the power 
supply output voltages under load. After completing 
the preliminary checklist (of paragraph 5-5. 1) ac pow- 
er may be reconnectedand turnedon. At thistimethe 
output dec voltages maybe measured (and compared 
against the data specified) to complete the checkout 
procedures. 
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5-5.1 Power Supply Checks with AC Power Discon- 


nected 


‘a) Check continuity ofac (line) connections into the 
supply. 


b) Check for proper transformer connections. 
c) Check for correct fuse values. 


d) Check for shorts between ac connections, ac 
connections to ground, de voltage terminals to ground. 


e) Check screwterminals of de output voltage con - 
nections (onthe rear of the power supply PCB assem - 
bly) for tightness. Verify screws are bound tightly 
down on the associated connection lugs. 


f) Check de wiring from power supply PCB to 
back panel of the Adapter Plug Interface. Make sure 
all connections are present and secure. 
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5-5.2 Power Supply Outputs Under Load 


The specifications listed below pertains to the single power supply built into Adapter 4047. Since Adapter 4049 
contains two identical supply units of the type built into Adapter 4047, allcurrent values aretwice the values listed. 


a) + 5 VDC @ 3.0 Amps he OD 
b) + 15 VDC @ 8.0 Amps + 16. 
c) - 15 VDC @ 5.0 Amps - 13. 


Sto+ 4.5 VDC < 150 mv Ripple Max. 
5 to + 13.5 VDC < 150 mv Ripple Max. 
5 to - 16.5 VDC < 150 mv Ripple Max. 


5-6 IC IDENTIFICATION 


Table 5-1 is included in this section to facilitate anytrouble shooting procedures that require identification be - 
tween any IC reference number (U1-Un) and the original manufacturer's part number. The IC list is divided into 
four columns, the first for the 4046 Disk Controller PCB assembly, the second for the Adapter Logic Interface 
PCB assembly, the third for the Adapter Plug Interface PCB assembly, and the fourth for the Adapter Power Sup- 
ply PCB subassembly. 


Table 5-1. IC Identification List 


4047/4049 4047/4049 4047 
ADAPTER ADAPTER ADAPTER 

IC 4046 DISK LOGIC PLUG POWER 
CHIP CONTROLLER INTERFACE INTERFACE SUPPLY 
U1 9003. 7474 9602 pA 
U2 8H90 9016 8271 uA723 
U3 9002 9602 9322 A723 
U4 9003 9016 9322 

U5 9003 9002 9322 

U6 9003 9015 T474 

UT 8H90 ? 9321 9015 

U8 9007 9016 9322 

U9 7438 8202 9322 

U10 8H90 9016 9002 

U11 7438 9002 9322 

U12 9003 3001 

U13 71438 9002 

U14 7438 3001 

U15 7438 9602 

U16 7438 7474 

U17 9602 9602 

U18 9002 3003 

U19 7474 | 3001 

U20 9015 7474 

U21 3001 9602 

U22 7474 7474 

U23 7438 9602 

U24 9002 9015 

U25 9015 7486 

U26 7474 7474 

U27 1474 3003 

U28 7474 9015 

u29 7438 1474 

U30 8H90 9002 

U31 8H90 9003 

U32__ 8H90 1474 

U33 8H90 3061 

U34 9015 1474 

U35 3001 9016 

U36 9002 8281 

U37 7474 9002 
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4047/4049 4047/4049 4047 
ADAPTER ADAPTER ADAPTER 
IC 4046 DISK LOGIC PLUG POWER 
CHIP CONTROLLER INTERFACE INTERFACE SUPPLY 
U38 7474 9004 
U39 9009 9003 
U40 314A 7486 
U41 8291 9328 
U42 3001 T7474 
U43 7474 3001 
U44 7474 7474 
U45 8266 9602 
U46 8267 7438 
U47 8291 7474 
U48 8291 
U49 8264 
U50 9322 
U51 9322 
U52 8202 
U53 74198 
U54 7474 
U55 9015 
U56 8271 
UST 9002 
U58 9602 
U59 8291 
U60 3003 
U61 7474 
U62 7474 
U63 9322 
U64 8267 
U65 8291 
U66 8291 
U67 8264 
U68 9322 
U69 9322 
U70 8200 
UT 74198 
UT2 9602 
U3 9015 
UT4 8H90 
U5 7474 
U76 9002 
UTT 8291 
U78 9321 
U79 9002 
U80 8H90 
U81 9322 
U82 8267 
U83 8291 
U84 8291 
U85 8264 
U86 9322 
U87 9322 
U88 . 8202 
U89 74198 
u90 9003 
u91 9007 
u92 8291 
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4047/4049 4047/4049 4047 
ADAPTER ADAPTER ADAPTER 
IC 4046 DISK LOGIC PLUG POWER 
CHIP CONTROLLER INTERFACE INTERFACE SUPPLY 

U93 3001 

U94 8202 

U95 8202 

U96 8267 

U97 8291 

U98 8291 

u99 8264 

U100 9322 

U101 9322 

U102 7474 

U103 74198 
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